1 


TRAVELS 


AND 


ADVENTURES 
O F 


Mademoiſelle de RIcRELIEU, 


CovsIN to the preſent DUKE of Hare 
NW ME, 


Who made the Tour of E UR O P E, dreſſed 
in Men's Cloaths, attended by her Main 
LUCY as her Valet de Chambre. 


Now done into Exorisk from the Lavpy's own 
MANUSCRIPT, 


oe ann of the M E- 
 MOIRS and ADVENTURES 
of the Marques of BRET AGNE and 
Duke of HARCOURT lately pub- 
liſhed in Dublin. 


n 


— 
— — — 


2-10 8B 47 09 
Printed by OL I. NELSON, in Skinner-Rovv, 
For the Tranſlator ; and fold by Richard Gunne, Sarah Hyde, 
George Grierſon, George Exving, John Smith, George Faulkner, 

Abraham Bradley, Thomas Moore, Peter Wilſon a goo Rhames, 
William Powell, Peter Lautal, and James Keating Book- 
Sellers, M, DCC, XLIV\ ; 


= 2 


goo? 
* 


* 5 unn 
: 3 
F * 
14 
5 . 
1 
N - 
1 
” 
- * 

- wy © 
#8} # ? "$3 
* 2 
o 43. «SY 

3 „„ 


* 
* 

1 I OY — 

8 = F "SIS ———_— 

as % * * TE 


34 i 


Mademoiſelle de Richelieu. 


ERE I a common Writer, I 
ſhould follow common Form, that 
is to ſay, deduce my Origin from a 
long Race of illuſtrious Anceſtors, 
and conclude the pompous Introduction with a. 
Word or two to the Male Sex, who think it a 
monſtrous Preſumption in a Woman to pretend 
to write; but I would have thoſe vain Creatures 
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2 _ The TRAVELS of 
to know, that though, out of our great Con- 
deſcenſion, we may allow them the maſculine» 
nervous Stile, yet the ſoft and tender is all our 
own. They may perhaps draw a ſtronger Picture 

of turbulent Life, deſcribe Battles with the 
Breath of Fire and Fury, dip their Pens in 
Blood, and give Death its proper Colours; 
but for the ſofter Scenes of Life the Pencil muſt 

be ours. 


I] am pretty certain, if ever my Travels are 
*publiſhed, that your ſerious old flegmatick Fel- 
lows, and the wrinkled antiquated Matrons will 
cry, Fie upon this impudent Girl to ſhake off 
the Modeſty of the Sex, and gallop over the 
World to ſatisfy the mad Whims of a romantic 
Brain. Why truly, as your Notion of a Wo- 
man is, that ſhe is a domeſtic Tool deſigned for 
no other Uſe but to ſatisfy the brutal Inclinations 
of her Lord and Maſter Man, my Scheme of 
Life muſt give you offence, and your Indignation 
will {till riſe higher, when I very fairly and 
plainly tell you, that I abhor the ſhameful 
r to which my Sex is fatally ſubjected in 
propagating the Species, that I am highly ſenſible 
of our Miſery in this Diſpoſition of Nature, and 
find that I have a Soul as capable of noble apd re- 
: fined Sentiments, as thoſe male Things who 
would fain make us meer Machines formed by 
God and Nature, for no other Purpoſe but to 
ſerve their Pleaſures. Nay, I believe in my 
Conſcience, -you could chime in-with that old 
goating Fool of a Stoic who very gravely ſaid, 
Women were a Sort of Tubs prepared to hold 
© the Juice of Life till it ripens into Maturity. 
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Mademoiſelle de Richelieu. 3 
This is a Tale of a Tub with a Witneſs, and if 
the World were to depend on my Tub, the 
Source of Life ſhould be at an End; for I ſwear. 
I had rather be metamorphoſed into a Tobacco» 
ſtopper, a Broomſtick, or a Grid- iron. So much 
by way of Introduction. Let me now ſet out 
upon my Adventures, as a Cavalier, whom 
Curioſity, and an inſuperable Paſſion to ſee the 
World, have dragged from the calm and eaſy 
Occupations of the tender Sex, to the Dangers 
and Fatigues that attend travelling ; but firſt of 
all, it will be proper to inform the Reader how 
this Whim, or Madneſs if you will, firſt entered 
my Brain, and by what Means it roſe to ſuch a 
ſettled Reſolution, that neither the Repreſenta- 
tion of Friends, nor the Dangers, which I could 
not but forſee, were capable to make me relin- 


quiſh my Deſign. 


My Father, who was a Lieutenant- General 
in the King's Armies and Governor of Liffe in 
French Flanders, ( an Officer, as I have been 
told, reſpected in the Army) died when I was 
but two Years old, and his only Child. My 
Mother of the Epernon Family, paſſionately fond 
of her Huſband, fell into a State of Languiſhing 
after his Death, which never lefc her till ſhe was 
laid into the fame Grave with her Huſband 
about two Years after. An Uncle on the 
Mother's Side was my Guardian, and placed 
me in a Convent of Urſ/uline Nuns at Paris, 
under the Inſpection of his Siſter, who was 
Prioreſs. ü | 
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Tris Lady, whom Grates and Vows confin- 


ed within the narrow Precin& of a Cloyſter, 


often complained of her Priſon, for depriving 


her of viſiting, in Perſon, thoſe Countries, of 
which ſhe with ſo much Pleaſure read the De- 


ſcriptions, and often harangued upon the Advan- 

tages which Men had of making themſelves ac- 
quainted with the Cuſtoms and Manners of dif- 
ferent Parts of the World ; ſo that I longed to 


travel before I could well walk, and what with 
Books, and my Aunt's Lectures, at the Age of 


Twelve, I was juſt as fond of Travelling as 
ſhe ; and fully reſolved, when I could diſpoſe of 
myſelf as I thought proper, to make the Tour 
of Europe dreſſed in Mens Cloathss. At the 
Age of Twenty- five, my Guardian put me in 
Poſſeſſion of an Eſtate, of about 15000 Livres 
yearly Rent, and 100,000 Livres ready Money, 
which he had ſaved during my Minority, after 
aving ſome Debts which my Father had con- 


trated, It was then I began ſeriouſly to think 


of commencing Knight Errant, and of meta- 
morphoſing myſelf into ſomething that had, at 


leaſt, the Appearance of a Man; my Com- 
plexion a little browniſh, my Stature about five 
Foot four Inches with the Adavntage of not be- 
ing full cheſted, were ſo favourable to my De- 
ſign, that in the whole Courſe of my rambling 
my Diſguiſe was never once ſuſpected, and 
more than one fair Lady did me the Honour to 
receive my Addreſſes, as a Lover very capable 
of bringing an Intrigue to the laſt Perfection; 
and tho? I always took Care when Things were 


coming to a Criſis to throw Diſappointments in 


the 


eo Wh; 


Treachery, nor the 
capacity. 


Mademoiſelle de Richelieu. 5 
the Way, yet they were ſo artfully managed, 
that I was neither ſuipected of Indifference, 


unpardonable Crime of In- 


Tux Public is not to expect in my Travels, 
thoſe extraordinary Events which never exiſted, 
but in the Writer's own Imagination: what I 
relate is Fact, and with the diſcreet and think- 
ing Part of the World, Truth in its nat ive Sim- 
plicity has more Charms than Romance dreſſed 
out with all the Art of Invention and Elegance 
I do not indeed pretend to vouch for 
the Truth of ſome ſecret Court Intrigues in Po- 
litics and Gallantry which I learned ; but thus 


of Stile. 


far I can fafely ſay, that I have neither added 


nor diminiſhed, and that the Perſons who in- 
formed me were of a diſtinguiſhed Rank, and 
eſteemed to be People of Veracity and Honour, 


As for my own Remarks upon the Cuſtoms and 


Manners of Countries, wherein J diſagree with 
other Authors, I ſhall endeavour to juſtify with 
Reaſons founded upon Obſervation. and Experi- 
ence ; and as to my Characters of particular Per- 
ſons in high Stations, I ſhall only ſay, that my 
Pen is neither dipt in Gall nor Honey. T have, 


indeed laſhed Vice wherever I found it, even in 


the Palaces of crowned Heads, without being 


awed by the Frowns of a Royal Debauchee, or 


bribed by his Smiles, to conceal his Faults ; and 
if I have dealt impartially on this Side, I have, 


on the other, equally done Juſtice to Merit and 
Virtue from the King to the Cobler, | 
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'6 The TRAVELS off 
Fon moroſe hum-drum Readers will never 
| bas able to bear this vain Character of my Integri- 
ty; but let me tell them by way of a Secret, 
that as my Book is not to make its Appearance 
in the World, till I am got into Abraham's Bo- 
ſum ; and as there is Odds on my Side, that it 
will make a pretty good Figure, they will be 
forced to allow that I am modeſt; at leaſt, in 
that Reſpect; beſides, I never looked upon a 
little Pride and Vanity to be a Failing in our 
Sex; in Men, indeed, they are unpardonable, 
but in us, if they cannot, ſtrictly ſpeaking, be 
called Virtues, they very much contribute, how- 
wer, to make us virtuous ; and were it not for 
theſe two happy Defects in our Conſtitution, 
many poor frail Females would conſent to gratify 
Paſſions, to which we are all more or leſs ſub- 
Jetted ; but Thanks to our Pride and Vanity 
we dare face the Enemy, and force them to 
Honourable Terms; ſuch was the Caſe of a 
beautiful young Lady of my Acquaintance, who 
Having made a noble Stand againſt the Efforts of 
a prefling agreeable Lover, ſung her VicRory 
in the following irregular Lines, 


A fe rendre a L' hymen peut-on etre blamable, 

A fixer mime le jour peut-on tire coupable ; 
Mais ſi L' homme preſomptueux croit donter nos 
DAE: 7 © £087, , 

Par ſes Sermens parjures, par ſes careſſes flateurs ; 
Et non content d avoir Su triompher de L'inna- 
cence, "26 Or 
1! jouit encore de ſon crime par une noire ven- 


geance z 
Que 


Mademoiſelle de Richelieu. 7 
Due tel ſoit d jamais livre aux remords de ſon ame, 
Dil voutre dans le bourbier d'une honteuſe 
| flamme; oh I 

Et qu enfin rendu au bout de ſa triſte carriere, 
On le voit ſans regret en mongeau de pouſſiere, 


1 
* 
n 
* 2 


27 0 
(4 be * * 
— * 4 EPR ever? aye? E352 ey & /, 
N * F Ot 3 Dope des. a "cs Lge RI . i e 
rr 3 1er wm . * eee — 221 INE = 4 
8 EV 3 * * * . * 4 —— 
- * % „ 1% — 9b" | * 12 * — . 
\ — 1 3 . Mn © 4 l 
£ e RN my r . — Mis pra — hy r 2 
Oc y * b— * 7 * 2 = 2 p _ 1 82 2 


—— IN , 9 

x — Cons ALES ax 4 

3 3 \ q 3 d þ 

< F I r 
80 d, . ow 2 2 * * N 5 — 

Ba * S — 0 r 2 X 3» 


Thus PARAPHRASED : 


, 


4 3 we 5 . N | 2580 8 17 
8 q % % & 7 1 1 * \ * - : ws 4; - 
* , " + $3,908 2 : 8 A ++ Ws * 'd 
— > as — n e 2 — dt 
eat Coe ra IAG CR . q —— — R 
1 a 6 21 


We'll yield to Hymen's Laws, even fix the Day, 
Of our Surrender in an honeſt Vas; 
Or on ſuch Terms as Honour will admit, 
And when ' tis glorious for us to ſuhmit; 
But if the falſe deluding Creature Man, 
Be vain enough to fancy that he can F 
Subject our Pride, entice our honeſt Hearts 
With Vows and Oaths, and all the practis'd Arts 
Of ſly Deceit, that knows no other Aim, 
But firſt to tempt, and then to blaſt our Fame; 
Let ſuch long wallow in the Mire of Luft, 
And then unpitied moulder into Duſt, _ 


- 
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Now I warrant this little poetical Digreſſion 
will be nibbled at by ſome of your quibbling 
Critics; but I will tell them once for all, that 
as there can be no elegant Entertainment with- 
out what the French call Entremets * ſo no 
Work of this Kind can be diverting without 
Digreffions ! and if this won't do, be it known 
to you all, and every one of you, that I love 
them, and will have them regularly inſerted, or 
Woe be to the Publiſher whoever he may be. 
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I mo it will be no new Thing to tell you, 
that we French Folks believe as firmly as we do 

our Creed, that France is the moſt beautiful, the 

moſt powerful, and the moſt opulent Kingdom 

in the World, and if we add the moſt civilized ; 

*tis not ſurprizing that any of us, who have an 
Itch for travelling, ſhould begin with our own 

dear Country, which we are to viſit with all 

poſſible Exactneſs; that we may be ready on all 

Occaſions, to ſhew how far it exceeds any 

other. : | | 


Tos who are fond of tedious Deſcriptions 
may look into the delices de la France *; for 
my Part I hate them, and am reſolved in the 
whole Courſe of my Travels to be as ſhort as 
poſſible in the deſcriptive Part, chuſing rather to 
entertain my Readers with a particular Account 
of the Government, Laws, Trade, Cuſtoms 
and Manners of the ſeveral Countries which I 
ave viſited, (not forgetting the Intrigues and 
Gallantries of the different Courts) than to take 

up their Time and my own, in long Diſſerta- 
tions upon the Architecture of Houſes and 
Churches; about which, even the Connoiſſeurs 
in different Countries are as little agreed as the 
Priefts about Religion. An Italian will ver 
gravely tell you, that the true Genius of Archi- 
tecture, Sculpture, Painting and Muſic is pecu- 
lar to his own Country, and that all the reſt of 
Europe are at beſt but bungling Copiers, I re- 
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Mademoiſclle de Richelien. - 9 


member to have read in one of their Authors 
the following ſhort but fatyrical Remark : 
The French, ſays he, ſhew the Unevennefs 
© of their Tempers in the Irregularity of their 
Buildings; the Engliſpb their Pride and Vani- 
© ty, in attempting to refine upon us; the 
© Shamards think it beneath them to change 
© their Taſte in Houſes or Habits, and an Eſcu- 
© rial is to them a more beautiful Piece of 
Architecture than a Hundred fuch as Ver- 
© ſailles ; give a Dutchman a Stove and Trade 
and he is happy; and the other Countries of 
© the North think a Wooden Houſe painted on 
© the Outſide, with Bachus's on Hogfheads, 
© large German Glaſſes, Pipes and Tobacco, 
© infinitely more beautiful than Marble Statues 
* and Pillars. Ceci ſoit dit en paſſant ; this by 
the by.“ 
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BE TORE I enter upon the Government 
of France, I ſhall firſt give my Opinion in ge- 
neral of Kings and Kingly Government, which 
will be thought monſtrous by my own Country- 
men, at leaſt a good many of them, who are 
for abfolute unlimited Power in the Prince; but 
as I have no Notion of being a Slave, with their 
good Leave, I will lay this down as a certain 
Maxim, That the Laws of every Nation are the 
Meaſure of Magiſtratical Power, There is, I 
know, a certain celebrated Author *, who lays 
much Weight upon the Word Hereditary ; but 
the Queſtion is, What is inherited in an heredi- 


* Mr, de Thou, 
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10 The TRAVELS of 

tary Kingdom, and how it comes to be heredi- 
tary? *Tis in vain to ſay the Kingdom; for we 
do not know what is meant by it ; *tis one thing 
in one Place, and very different in others ; and 
and I think it not eaſy to find two in the World 
that in Power are exactly the ſame : - If this 
Author underſtands all that is comprehended 
within the Precincts over which it reaches, I 
deny that any ſuch is to be found in the World : 
If he refers to what preceding Kings enjoyed, no 
Determination can be made, till the firſt Ori- 
ginal of that Kingdom be examined, that it may 
be known what that firſt King had, and from 
whence he had it. 


Ir this Variety be denied, I deſire to know 
whether the Kings of Sparta and Perſia had the 
ſame Power over their Subjects; if the ſame, | 
whether both were abſolute, or both limited ; 

— if the laſt, how came the Decrees of the Per- 
3h ſian Kings to paſs for Laws? If abſolute, how 
iy could the Spartan Kings be ſubject to Fines, 


Impriſonment, or the Sentence of Death, and 


1 not have Power to ſend for their own Supper out 
1 of the Common- Hall? Why did Xenophon call 


Ageſilaus a good and faithful King, obedient to 
"Pp the Laws of his Country, when, upon the Com- 
5 mand of the Ephori, he left the War that he had 
with ſo much Glory begun in Aſia, if he was 
ſubject to none? How came the Ephor: to b& 
eſtabliſhed to reſtrain the Power of Kings, if it 
could no way be reſtrained, if all owed Obedi- 
ence to them and they to none? Why did 
Theopompus's Wife reprove him for ſuffering his 
Power to be diminiihed by their Creation, if = 
| | cou 


** 
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could not be diminiſned? Or, why did he fay 
he had made the Power mor» permanent in mak- 
ing it leſs odious, if it was perpetual and unal- 
terable? We may go farth-r, and taking Aeno- 


phon and Plutarch for our Guides, aſſert that the 


Kings of Sparta never had the Powers of War or 
Peace, Life and Death, which de Thou eſteems 


inſeparable from Regality, and conclude, either 
that no King has them, or that all Kings are not 
alike in Power. If they are not in all Places 
the ſame, Kings do not reign by an univerſal 
Law, but by the particular Laws of each Coun- 
try, which give to every one ſo much Power, as 
in the Opinion of the Givers conduces to the 


End of their Inſtitution, which is the public 


Good, 1 


Ir may be alſo worth our Inquiry how this 


inherited Power came to be hereditary, We 
know that the Sons of Yeſpaſian and Conſtantine 
inherited the Roman Empire, tho* their Fathers 
had no ſuch Title; but having gained the Em- 
pire, by Violence, which is meer Tyranny that 
can create no Right, they could devolve none to 
their Children. The Kings of France of the 
three. Races have inherited the Crown; but 
Meroveus Pepin and Hugh Capet could neither 
pretend Title nor Conqueſt, or any other Right 
than what was conferred upon them by the 
Clergy, Nobility and People ; and conſequently 


whatſoever is inherited from them can have no 


other Original; for that is the Gift of the 


People which is beſtowed upon the firſt, under. 


whom the Succeſſors claim, as if it had been by 
a peculiar Act given to every one of them. 4 
will 


— 


2 WR - 
b , . 

\ x - : of D 
, . — Nr . 729 2 
A nad? ' [ 1 - A b, NEW 2 

fs. * N — * — 
3 D e 2 2 CPS — 5. — 
7 42%, d 2 x - - 
oi WI. oh : r . Rs 

Wr 142 » g 

Py 


— Ln — ef * I 4 
. 7 2 P ff ²˙ꝛ OE ny 
ST"; LO nn n * 8 r 
Mn * _ 5 - >, N 1 — * 
- 1 x 2 4 1 
en. bY 
) 


R + IQ ——— 
bas 229 — 
_, — 
— * 1. 1 * 
> a a TO TS 
2 ab. 4 a ul wks, 


. ** 4 = Los * A - Sh 
2 74 - 1 8 
—_ F 22 * — od 2 G 
ASS — Es 8 * 2 8 2 — 
. ͤ N— I oa S CODED EN - ta eee 
„r RRR . * 7 n =_ 
td => 8 — — 
2 - P — r 


n 


. —. 
. 
My 
PRI 
. 
* 


* = s 
0 * ; 5 
ö 
S 5 q * K 
TIES n 
* * I; A - 
= * 2 
Pp EY gy ry . 2 Sa * 


12 Mademoiſelle de Richelieu. 


will be more hard to ſhew how the Crown of our 
Neighbours the Engliþb became hereditary, un- 
leſs it be by the Will of the People; for tho? it 
were granted that ſome of the Saxon Kings came 
in by Inheritance, yet William the Norman did 
not, for he was a Baſtard and could inherit no- 
thing; neither did William Rufus and Henry, 
for their elder Brother Robert, by Right of In- 


| heritence, ought to have been preferred before 


them : Stephen and Henry the Second were in 
the ſame Caſe ; for Maud, the only Heireſs of 
Henry the Firſt, was living when both were 
crowned ; as little did Richard and John ſucceed 
by Right of Inheritance, for they were both 
Baſtards born in Adultery. They muſt there- 
fore have received their Right from the People, 
or they could have none at all; and their Suc- 


ceſſors fall under the ſame Condition. 


I find a great Variety in the Deduction of 
this hereditary Right. In Sparta there were two 
Kings of different Families endowed with an 
equal Power. It the Heraclidæ did reign as the 
Fathers of the People, the acidæ did not; if 
the Right was in the Zacide, the Herachde 
could have none ; for *tis equally impoſſible to 
have two Fathers as Two thouſand, Tis in 


vain to ſay that two Families joined and agreed 


to reign jointly ; for it is evident the Spartans 
had Kings before the Time of Hercules or 
Achilles, who were the Fathers of the two 
Races. If it be ſaid that the regal Power, with 
which they were inveſted, did entitle them 
to the Right of Fathers, it muſt in like Manner 
have belonged to the Roman Conſuls, mili- 

5 tary 
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tary Tribunes, DiQators and Pretors ; for they 
had more Power than the Spartan Kings; and 
that glorious Nation might change their Fathers 
every Year, and multiply or diminiſh the Num- 
ber of them as they pleaſed. If this be moſt ri- 
diculous and abſurd, *tis certain that the Name 
and Office of King, Conſul, Dictator, or the 
like, does not confer any determined Right on 
the Perſon who has it : Every one has a Right 
to that which is allotted to him by the Laws of 
the Country by which he is created, | 


As the Perſians, Spartans, Romans-or Ger- 
mans, might make ſuch Magiſtrates, and under 
ſuch Names as beſt pleaſed themſelves, and ac- 
cordingly enlarge or diminiſh their Power , the 
ſame Right belongs to all Nations, and the 
Rights due unto, as well as the Duties incum- 
bent upon every one, are to be known only by 
the Laws of that Place. This may ſeem 
ſtrange to thoſe who know neither Books nor 
Things, Hiſtories nor Laws, but is well ex- 
plained by Grotius, who denying the Sovereign 

ower to be annexed to any Name, ſpeaks of di- 
vers Magiſtrates under ſeveral Names that had, 
and others that under the ſame Names had it not; 
and diſtinguiſhes thoſe who have the ſummum Im- 
perium ſummo modo, from thoſe who have it meds 
non Summo : And tho? probably he looked on the 
firſt Sort as a Thing meerly ſpeculative, if by 
that ſummo modo, a Right of doing what one 
pleaſes be underſtood ; yet he gives many Ex- 
amples of the other. Among thofe who had li- 
berrimum Imperium, he names the Kings of the 


Sabeans ; who nevertheleſs were under ſuch a 
Vol. I. i Con- 
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Condition, that tho? they were, as Agatharchidas 
reports, obeyed in all Things, whilſt they con- 

tinued within the Walls of their Palace, might 
be ſtoned by any that met them without it. 


THE Law that gives and meaſures the Power, 
preſcribes Rules how it ſhould be tranſmitted. 
In ſome Places the ſupreme Magiſtrates are an- 
nually elected, in others their Power is for Life; 
in ſome they are meerly elective, in others here- 

ditary under certain Rules or Limitations, The 
ancient Kingdoms and Lordſhips of Spain were 
Hereditary ; but the Succeſſion went ordinarily 
to the eldeft of the reigning Family, not to the 
neareſt in Blood. This was the ground of the 
Quarrel between Corbes the Brother, and Orſua 
the Son of the laſt Prince, decided by Combat be- 
fore Scipio. I know not whether the Goths brought 
that Cuſtom with them when they conquered 
Spain, or whether they learned it from the Inha- 
bitants ; but certain it is, that keeping them- 
ſelves to the Families of the Balibei and Amal- 
thei, they had more Regard to Age than Prox- 
imity, and almoſt ever preferred the Brother, or 
eldeſt Kinſman of the laſt King before his Son. 
The like Cuſtom was in uſe among the Moors 
in Spain and Africa, who according to the ſeve- 
ral Changes that happened among the Families of 
Almehades, Almoranides, and Benemerini, did al- 
ways take one of the reigning Blood; but, in the 
Choice of him, had moſt reſpect to Age and Ca- 
pacity, This is uſually called the Law of Tha- 
neſtry; and, as in many other Places, prevailed 
alſo in Ireland, till that Country fell under the 

Engliſh Government, i 
5 Rh, © Is 
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In France and in Turky the Male that is near- 


eſt in Blood fucceeds ; and I do not know of 
any Deviation from that Rule in France,” fince 
Henry the Firſt was preferred before Robert his 
elder Brother, Grandchild to Hugh Capet: But 
notwithſtanding the great Veneration they have 


for the royal Blood, they utterly exclude Fe- 


males, leſt the Crown ſhould fall to a Stranger, 
or a Woman (who is ſeldom able to govern her- 
ſelf,) ſhould come to govern fo great a People. 
Some Nations admit Females, either ſimply, as 
well as Males; or under a Condition of not mar- 
rying out of their Country, or without the Con- 
ſent of the Eſtates, with an abſolute Excluſion of 
them and their Children if they do ; according 
to which Law in Force among the Swedes, 
Charles Guſtauus was choſen King upon the Re- 
ſignation of Queen Chr:/?:na, as having no Title; 
and the Crown fettled upon the Heirs of his 
Body, to the utter Excluſion of his Brother A 
dolphus, their Mother having married a German. 
Tho' divers Nations have differently diſpoſed 
their Affairs, all thoſe that are not naturally 
Slaves, have preferred their own Good before 
the perſonal Intereſts of him that expects the 
Crown, ſo as upon no Pretence whatever to ad- 


mit of one who is evidently guilty of ſuch Vices 5 


as are prejudicial to the State. For this Reaſon 
the French, tho? much addicted to their Kings, 
rejected the vile Remainders of the Merovingian 
Race, and made Pepin, the Son of Charles Her- 
tel, King: And when his Deſcendants fell into 
the like Vices, they were often depoſed, till at 
laſt they were wholly rejected, and the Crown 
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16 The TRAVELS of 
given to Capet and to his Heirs male as formerly, 
Yet for all this, Henry his Grandchild being e- 
ſeemed more kt to govern than his elder Brother 
Robert, was made King, and that Crown till 
remains in his Deſcendants ; no Conſideration 
being had of the Children of Robert, who con- 
tinued Dukes of Burgundy during the Reigns of 
ten Kings. And in the Memory. of our Fathers, 
Henry of Navarr was rejected by two Aſſem- 
blies of the Eſtates, becauſe he differed in Reli- 
gion from the Body of the Nation, and could 
never be received as King, till he had renounced 
His own, tho? he was certainly the next in Blood, 
and that in all other Reſpects he excelled in thoſe 
Virtues which they moſt eſteem, 


Wx might enumerate a multitude of other Ex- 
amples, were it not too tedious; and as the va- 
rious Rules, according to which all the heredi- 
tary Crowns of the World are inherited, ſhew 
that none is ſet by Nature, but that every Peo- 
ple proceeds according to their own Will; the 
frequent Deviations from thoſe Rules do evidently 
teſtify. That Salus Populi eft Lex ſuprema, and 
that no Crown is granted otherwiſe than in Sub- 
miſſion to it, 


Bur tho' there were a Rule, which in ne 


Caſe ought to be tranſgreſſed, there muſt be a 


Power of judging to whom it ought to be applied. 
*Tis perhaps hard to conceive one more preciſe 
than that of France, where the eldeſt legitimate 
Male in the direct Line is preferred, and yet 
that alone is not ſufficient. There may be Baſ- 
tardy in the Caſe : Baſtards may be thought c- 
gitimate, 
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gitimate, and legitimate Sons Baſtards. The 
Children born of 1/obel of Portugal during her 
Marriage with John the Third of Caſtile were 
declared Baſtards, and the Title of the Houſe of 
Auſtria to that Crown depends upon that Decla- 
ration. We often ſee that Marriages which have 


been contracted, and for a long Time taken 


to be good, have been declared Null ; and 
the Legitimation of Lewis XIV. is founded 
ſolely upon the Abolition of the Marriage 
of Henry IV. with Marguerite of Valois, which 
for the Space of twenty-ſeven Years was 
thought to have been good. Whilſt Spain was 
divided into five or ſix Kingdoms, and the ſeve- 
ral Kings linked to each other by mutual Alli- 
ances, inceſtuous Marriages were often con- 
trated, and upon better Conſideration annulled 3 
many . been utterly void thro' the Prein- 
gagement of one of the Parties. Theſe are not 
feigned Caſes, but ſuch as happen frequently, 
and the Diverſity of Accidents, as well as the 


Humours of Men, may produce many others, 


whieh would involve Nations in the moſt fatal 
Diſorders, if every one ſnould think himſelf ob- 
liged to follow ſuch a one who pretended a Title 
that to him might ſeem plauſible, when another 
ſhould ſet up one as pleafing to others, and there 
were no Power to terminate thoſe Diſputes to 
which both muſt ſubmit, but the Deciſion _—_ 
be left to the Sword. ta 


4 


Tus is that which I call the Applicition of 
the Rule, when it is as plain and certain as hu- 
manWiſgom | can make it; but if 1 it be left more 
at 5 as Where Females inherit, the Diffcul- 
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18 | The TRAVELS of : 
ties are inextricable : And he that ſays, the next 
Heir is really King when one is dead, before he 
be ſo declared by a Power that may judge of his 
Title, does, as far as in him lies, expoſe Nations. 
to be ſplit into the moſt deſperate Factions, and 
every Man to fight for the Title which he fancies 
to be good, till he deſtroy thoſe of the contrary 
Party, or be deſtroyed by them. The Engl 
did not look upon Rebert the Norman as King of 
England after the Death of his Father ; and 
when he endeavoured, on pretence of Inheri- 
tance, to impoſe himſelf upon the Nation that 
thought fit to prefer his younger Brothers, he paid 
the Penalty of his Folly, by the Loſs of his Eyes 
and Liberty, The French did not think the 
Grandchild of Pharamond to be King after the 
Death of his Father, nor ſeek who was the next 
Heir of the Merovingian Line, when Chilperic 
the Third was dead; nor regard the Title of 
Charles of Lorrain after the Death of his Brother 
Lothair, or of Robert of Burgundy eldeſt Son of 
King Robert; but advanced Merovius, Pepin, 
Capet and Henry the Firſt, who had no other 
Right but what the Nobility and People be- 
ſtowed upon them. And if ſuch Acts do not 
deſtroy the Pretences of all who lay claim to 
Crowns by Inheritance, and do not create a | 
Right, I think it will be hard to find a lawful 
King in the World, or that there ever has been 
any; ſince the firſt did plainly come in like Nim- 
rod, and thoſe who have been ever fince Hiſto- 
ries are known to us, owed their Exaltation to 
the-Conſent of Nations, armed or unarmed, by. 
the Depoſition or Excluſion of the Heirs of ſuch 
as had reigned before them, What dull Enter- 
£511 8 | tainment, 
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tainment, what dry Stuff, cry the Young and 
Gay! but have a little Patience and Pl! pleaſe 


you by and by ; in the mean Time if what is al- 
ready ſaid upon Government in general, or what 


I am to add upon that of France in particular does 


not go down with you, why even leave theſe 
Pages to the Peruſal of your ſerious ſort of Folks 
who deſerve at leaſt ſomething for their Money. 
Now to the Point—and you young Folks to your 


Taſk of turning over a few Leaves without ſo . 


much as reading one Line as you would oblige 
your humble Servant. | 


Tus Succeſſion not being well ſettled in the 


Time of Meroveus, who had diſpoſſeſſed the 


Orandchildren of Pharamond, he was no ſooner 
dead than Gillon ſet up himſelf, and with much 
Slaughter drove his Son Chilperic out of the 
Kingdom; who after a little Time returning 
wich like Fury, is faid to have ſeen a Viſion, fff 


of Lions and Leopards, then of Bears and 


Wolves, and laſtly of Dogs and Cats, all tearing 
one another to Pieces. This has been always 
accounted by the French to be a Repreſentation 


of the Nature and Fortune of the three Races 


that were to command them, and has been toa 
mich verified by Experience. 1 


Clovis their firſt Chriſtian and moſt renowned 
King, having exceedingly enlarged his Territo- 
ries, chiefly by the Murders of Alaric, and Rag- 
nacaire with his Children, and ſuborning Sigif=" 
mond of Metz to kill his Father Sigibert, left his 
Kingdom to be torn in Pieces by the Rage of his 


four Sons, tach of them endeavouring to make 


himſelf 
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20 The TRAVELS of 
| himſelf Maſter of the whole; and when, ac- 
cording to the uſual Fate of ſuch Conteſts, Suc- 
ceſs had crowned Clothair who was the worſt of 
them all, by the Slaughter of his Brothers and 
Nephews, with all the Flower of the French and 
Gaulih Nobility, the Advantages of his Fortune 
. only reſulted to his own Perſon, For after his 
Death the miſerable Natives ſuffered as much 
from the Madneſs of his Sons, as they had done 
by himſelf and his Brothers. They had learned 
from their Predeceſſors not to be ſlow in doin 

Miſchief, but were farther incited by the Rage 
of two infamous Women, Fredegonde and Brune- 


haud. 


Chilperic the Second, who by the Slaughter of 
many Perſons of the.royal Blood, with infinite 
numbers of the Nobility and People, came to 
be Maſter of ſo much of the Country as procured 
him the Name of King of France, killed his 
eldeſt Son on Suſpicion that he was excited a- 
gainſt him by Brunehaud, and his ſecond, leſt he 
ſhould revenge the Death of his Brother : He 
married Fredegonde, and was ſoon after killed by 


her Lover Landry. 


Tax Kingdom continued in the ſame Miſery 
through the Rage of the ſurviving Princes, and 
found no Relief, tho* moſt of them fell by the 
Sword, and that Br unehaud, who had been a 

principal Cauſe of thoſe Tragedies, was tied to 
the Fails of four wild Horſes and tore Limb 
from Limb, ſince a Plague more mortal than 
their Fury enſued by the Sacceſſion of ten ſloth- 
ful Kings whom the French call Les Rois fai- 
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Sou may fay, they who do nothing do no 
Hurt; but this Rule will not hold with reſpect 
to Kings. He that takes upon him the Govern- 
ment of a People, can do no greater Evil than 
by doing nothing, nor be guilty of a more un- 
pardonable Crime, than by Negligence, Cow- 
ardice, Voluptuouſneſs, and Sloth, to deſert his 
Charge. Virtue and Manhood periſh under him 
good Diſcipline is forgotten; Juſtice lighted 3 
the Laws perverted or rendered uſeleſs ; the Peo- 
ple corrupted ; the publick Treaſures exhauſted 
and the Power of the Government always falling 
into the Hands of flattering Favourites, a Way is 
laid open for all manner of Diſorders. 


THe Reigns of Septimius Severus, Mahomet 
the Second, or Selim the Second, were cruel and 
bloody, but their Fury was turned againſt Fo- 
reigners, and ſome of their-near Relations, or 
againſt ſuch as fell under the Suſpicion of making 
Attempts againſt them : The Condition of the 
People was tolerable ; thoſe who would be quiet 
might be ſafe ; the Laws kept their right Courſe ; 
the Reputation of the Empire was maintained, 
the Limits defended, and the publick Peace pre- 
ſerved, But when the Sword paſſed into the 
Hands of lewd, flothful, fooliſh, and cowardly 
Princes, it was of no Power againſt foreign Ene- 
mies, or the Diſturbers of domeſtic Peace, tho? 
always ſharp againſt the beſt of their own Sub- 
jects, No Man knew how to ſecure himſelf a- 
gainſt them, unleſs by raifing Civil Wars; which 1 
will always be frequent, when a Crown defended e 
by a weak Hand is propoſed as a Prize to 2 6 

| at 
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that dare invade it. This is a perpetual Spring 
of Diſorders, and no Nation was ever quiet, 
when the moſt eminent Men found leſs Danger 
in the moſt violent Attempts, than in ſubmitting 
patiently to the Will of a Prince who ſuffers his 
Power to be managed by wicked Men, whoſe 
conſtant Study is to flatter him in his Vices. 
But this is not all, for belides the Miſchiefs 
brought upon the Public by the Loſs of eminent 
Men, who are the Pillars of every State, ſuch 
Reigns are always accompanied with Tumults 
and Civil Wars; the great Men ſtriving with no 
leſs Violence who ſhall get the weak Prince into 
| his Power, when ſuch Regard is had to Succeſ- 
ſion that they think it not fit to diveſt him of the 
Title, than when with leſs Reſpect they contend. 
for the Sovereignty it ſelf, And whilſt this ſort 
of Princes reigned, France was no leſs afflicted 
with the Conteſts between Grimbauld, Ebron, 
Grimoald, and others for the Mayoralty of the 
Palace, than it had been before by the Rage of 
thoſe Princes who had conteſted for the Crown. 
The Iſſue alſo was the ſame : After many Re- 
volutions, Charles Martel gained the Power of 
the Kingdom, which he had ſo bravely defended 
againſt the Saracens ; and having tranſmitted it 
to his Son Pepin, the general Aſſembly of the 
Eftates, with the publick Approbation, conferred 
the Title alſo upon him. This gave the Nation 
preſent Eaſe, but the deep-rooted Evil could not 
be fo cured, and the Kingdom, which by the 
Wiſdom, Valour, and Reputation of Pepin, had 
been preſerved from Civil Troubles during his 
Life, fell as deeply as ever into them ſo ſoon as 
he was dead. 85 
6 His 
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H1s Sons Carloman and Charles, divided the 
Dominions ; but in a little Time each of them 
would have all. Carloman filled the Kingdom 
with Tumult, raiſed the Lombards, and march- 
ed with a great Army againſt his Brother, till 
his Courſe was interrupted by Death, as is ſup- 
poſed, cauſed by ſuch Helps as Princes liberally 
afford to their aſpiring Relations. Charles de- 
prived his two Sons of their Inheritance, put 
them in Priſon, and we hear no more of them. 


His third Brother Griffon was not more quiet, 


nor more ſucceſsful, and there could be no Peace 
in Gaſcony, Italy or Germany, tiil he was killed. 
But all the Advantages which Charles, by an 
extraordinary Virtue and Fortune, had purchaſed 
for his Country, ended with his Life. 


HE left his Son Lewis the Gentle in Poſſeſſion 
of the Empire and Kingdom of France, and his 
Grandſon Bernard King of Italy; but theſe two 
could not agree; and Bernard falling into the 
Hands of Lewis, was deprived of his Eyes, and 

ſome Time after killed. This was not enough 
to preſerve the Peace: Lothair, Lewis and 
Pepin, all three Sons to Lewis, rebelled againſt 
him, called a Council at Lions, depoſed him, 
and divided the Empire amongſt themſelves. 


AFTER five Years he eſcaped from the Mo- 
naſtery where he had been kept, renewed the 
War, and was again taken Priſoner by Lothair. 


When he was dead, the War broke out more 


fiercely than ever between his Children: Lo- 
thair the Emperor aſſaulted Lewis King of Ba- 
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Duaria, and Charles King of Rhetia, was defeat- 


ed by them and confined to a Monaſtery, where 
he died. | 


New Quarrels aroſe between the two Bro. 
thers upon the Diviſion of the Countries 
taken from him, and Lorrain only was left to 
his Son. Lewtrs died ſoon after; and Charles, 
getting Poſſeſſion of the Empire and Kingdom, 
ended an inglorious Reign, in an unproſperous 
Attempt to deprive Hermingrade, Daughter te 
his Brother Lew:s, of the Kingdom of Arles, 
and other Places left her by her Father. Lewis 
his Son, called the Szutterer reigned two Years 
in much Trouble, and his only legitimate Son 
Charles the Simple was not much happier ; for 
Robert Duke of Anjou raiſed War againſt him, 
and was crowned at Rheims, but was himſelf 
ſoon after ſlain in a bloody Battle near Soiſ- 


ſons, 


His Son-in-law, Herbert Earl of Vermandois, 
gathered up the Remains of his ſcattered Party, 
got Charles into his Power, and called a General 
Aſſembly of Eſtates who depoſed him, and gave 
the Crown to Raoul Duke of Burgundy ; tho? he 
was no otherwiſe related to the Royal Blood than 
by his Mother, which in France is nothing at 
all. 


a4 


Ar ER his Death, Lewis, Son to the depoſ- 
ed Charles was made King ; but his Reign was 
as inglorious to him as miſerable to his Subjects. 
This is the Peace which the French enjoyed for 
the Space of five or fix Ages, under their Mo- 

| narchy 5 


Blood, under the Conduct of the former. 


Treachery, Cruelty, Ambition and Baſeneſs 3 


of Pepin and Charles, and obliged the whole 


Power, depoſed four crowned Kings, within the 
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narchy ; and 'tis hard to determine, whether 
they ſuffered moſt by the Violence of thoſe 
who poſſeſſed, or the Ambition of others who 
aſpired to the Crown; and whether the Fury of 
active, or the baſeneſs of flothful' Princes was 
moſt pernicious to them; but upon the whole 
Matter, thro' the Defects of thoſe of the latter 
Sort, they loſt all they had gained by Sweat and 
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Henry and Ocho of Saxony, by a Virtue like 
that of Charlemagne, deprived them of the Em- 
pire, and ſettled it in Germany, leaving France 
only to Lewis, ſirnamed Outremer, and his Son 
Lothair, who ſeemed to be equally compoſed of 


they were always mutinous and always beaten; 
their frantick Paſſions put them always upon un- 42 
juſt Deſigns, and were ſuch Plagues to their "ur 
Subjects and Neighbours, that they became 
equally deteſted and deſpiſed. Theſe Things 
extinguiſhed the Veneration due to the Memory 


Nation, rather to. ſeek Relief from a Stranger 
than to be ruined by their worthleſs Deſcendants. 
They had tried all Ways that were in their 


— 
2 
1 4 


* o * * 2 H Ls 
— S 2 2 
9 ” bar LC 1 — 4 . 4 a = 30 
Pd 8 4 =, 1 1 — . 2 — — 8 — Þ 2 
. 1 4 ** 2 — E92 2 Rs 
3 — N . 1 1 
. rr 


Space of an Hundred and fifty Years; crowned 
five, who had no other Title than the People 
conferred upon them, and reſtored the Deſcend- 
ants of thoſe they had rejected, but all was in 
vain 3 their Vices were incorrigible, the Miſ- 
chiefs produced by them intollerable ; they ne- 
ver ceaſed-from murdering one another in Battle, 


or by Treachery, and bringing the Nation into 
Vol. I. D Civil 
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Civil Wars upon their wicked or fooliſh Quar- 
rels, *till the whole Race was rejected, and the 
Crown placed upon the Head of Hugh Caper. 


Tuakskx Miſchiefs raged not in the ſame Ex- 


tremity under him and his Deſcendants ; but 
the Abatement proceeded from a Cauſe no way 
advantageous to abſolute Monarchy. The 
French were, by their Calamities, taught more 
ſtrictly to limit the regal Power; and by turn- 
ing the Dukedoms and Earldoms into Patrimo- 
nies, which had been Offices, gave an Autho- 
rity to the Chief of the Nobility, by which 
that of Kings was curbed ; and though, by this 
Means, the Commonality were expoſed to ſome 
Hardſhips, yet they were ſmall in Compariſon 


of what they had ſuffered in former Times. 


When many great Men had Eſtates of their 
ewn, that did not depend upon the Will of 
Kings, they began to love their Country ; 
and tho' they chearfully ſerved the Crown in all 
Caſes of public Concernment,, they were not 
eaſily engaged in the perſonal Quarrels of thoſe 
who poſſeſſed it, or had a Mind to gain it. 


To preſerve themſelves in this Condition they 
were obliged to uſe their Vaſſals gently, which 
made Monarchy eaſier and leſs tumultuous, 


than when the King's Will had been leſs re- 


ſtrained; but {till there was a Root remaining, 
that from time to time produced poiſonous: Fruit, 
Civil Wars were frequent among them, though 
not carried on with ſuch deſperate Madneſs as 


formerly, and many of them upon the Account 
of Diſputes between Competitors for the 8 
| | | All 


2 N 
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All the Wars with England, ſince Edward the 

Second married Iſabella Daughter, and, as he 
5 pretended, Heir of Philip le Bel, were of this 
Nature. The Defeats of Crecy, Poitiers and 
Asgincourt, with the Slaughters and Devaſtation 
ſuffered from Edward the Third the Black 
Prince, and Henry the Fifth, were merely upon 
Conteſts for the Crown. The Factions of Or- 
leans and Burgundy, Orleans and Armagnac, pro- 
ceeded from the ſame Spring, and the Murders 
that ſeem to have been the immediate Cauſe of 
thoſe Quarrels, were only the Effects of the 
Hatred growing from their Competition. 
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THE more odious, though leſs bloody Con- 
teſts between Lew:s the Eleventh, and his Fa- 
ther Charles the Seventh, with the Jealouſy of 
the former againſt his Son Charles the Eighth 
aroſe from the ſame Principle. Charles of Bour- 
bon propoſed to fill France with Fire and Blood 
upon the like Quarrel, when his Deſigns were 
overthrown by his Death in the Aſſault of 
Rome, If the Dukes of Guiſe had been more 
fortunate, they had ſoon turned the Cauſe of 
Religion into a Claim to the Crown, and re- 
paired the Injury done, as they pretended, to 
Pepin's Race, by deſtroying that of Capet; and 
Henry the Third thinking to prevent this by the 
Slaughter of Henry le Balafre, and his Brother 47% 
the Cardinal de Guiſe, brought Ruin upon him- 1 
ſelf, and caſt the Kingdom into a moſt horrid 
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Tux Duke of Orkans was ſeveral Times in 
Arms againſt Lewis XIII. his Brother; the 
. Queen 
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Queen Mother drew the Spaniards to favour 
him; Montmorency periſhed in his Quarrel ; 
Fontrailles revived it by a Treaty with Spain, 
which {truck at the King's Head as well as the 
Cardinal's, and was ſuppreſſed by the Death of 
Cing Mars and de Thou, Thoſe who under- 
ſtand the Affairs of this Kingdom make no 
Doubt that the Count de Soiſſans would have 
ſet up for himſelf, and been followed by the 
beſt Part of France, if he had not been killed 
in the Purſuit of his Victory at the Battle of 
Sedan. Since that Time the Kingdom has ſuf- 
fered ſuch Diſturbances as ſhew, that more was 
intended than tne Removal of Mazarin; and 
the Mare ſchal de Turenne was often told, that 
the Check he gave to the Prince of Conde at 
Gien, after he had defeated Hocguincourt, had 
preſerved the Crown upon the King's Head. 
And to teſtify the Stability, good Order, and 
domeſtic Peace that accompanies abſolute Mo- 
narchy, our Fathers have ſeen in their own Days 
the Houſe of Bourbon often divided within it- 
ſelf ; the Duke of Orleans, the Count 2 
ſens, and the Princes of Conde and Conti in War 
againſt the King; the Dukes of Angouleſme, 
Vendome, Longueville, the Count de Moret, and 
other Baſtards of the Royal Family following 
their Example; the Houſes of Guiſe, D' Elbeuf, | 
Bouillon, Nemours, Rochefocault, and almoſt all | 
the moſt eminent in France, with the Parlia- 
ments of Paris, Bordeaux, and ſome others 
Joining with them, 5 
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1 might add many more Examples to ſhew 
that this Monarchy, as well as all * hz 
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; from the firſt Eſtabliſhment been full of Blood 
and Slaughter through the Violence | of thoſe 
| who poſſeſſed the Crown, and the Ambition of 
ſuch as aſpired to it; and that the End of one 
Civil War has been the Beginning of another; 
but I preſume that what is already faid will be 
ſufficient to prove, that it never enjoyed any 
permanent domeſtic Quiet; and if, after all, this 
long Hiſtorical Account ſhould not ſatisfy 
the Curious, let the Author, from whom I 
copied every Word of it, and a terrible Piece 
of Drudgery it was, ſtand up and plead his own 
Cauſe; for my Part, I am ſo little curious 
about what the World did before I came into it, 
or what will happen after I leave it, that who- 
ever reads my Travels ought to look 'upon this 
long winded Story of the Succeſſion of Kings in 
France to be a Compliment rather paid to their 
Taſte than to my own. 0 Bet 


As I had been conſtantly in a Convent from 
my Infancy, I was as little known in Paris as 
at Japan; and as all my Acquaintance conſiſted 
in Nuns, and ſome Boarders whom I left in the 
Convent when I came out of it, there was not 
ſo much as a Poſſibility of my being diſcovered ; 
fo that I might act the ou Maitre, do and ſay 
what I pleaſed when I was once got into my 
ſhort Coat and Breeches; and I aſſure you it 
was no ſmall Satisfaction to me to think that E 
ſhould, at leaſt for ſome Years, be exempted 
from the triffling unneceſſary Rules of Decorum, 
Which a Woman, who has any Regard to her 

Character, muſt obſerve, I am neither a Prude 
1 nor a Coquet, but a whimſical Sort of a 
L 3 Creature 


= 
2 
3 
* 
a 
i} l 
. 
a v7. oy 
1 
+. 8 
2 ISL | 
©8 \ 
150 22 I 
* 
"= j 
. = [TW 
$ 1 
= 
E * 
1 
1 
1 1 * 
255 Vt + 
* + 
ee 
1 3 4 
145 | 
1 
\ 1 1 
7 
Py 1 
1 
* bs 
: Ty 
4 *s 
an 
\ "CY 
i 
2 2 
n 
. 
2 
„ [ 
4 $4 $2: 
4D . Pa 
2 
\ Hl 9 
£23.51 
1 > A3- 
RY 7 
74 3% 
4 ol 
* is 
*. 
1 
e 
* 42 
by Ni 
1 7 * 
r 
4 Ap 
"2 27 
£ 4 
RES | 
tis A 
x $3. <q 
1 
36M 
1 
* I "IÞ \; 
. 1 * . 
2 + No 
1 
1 1 , 
1 
5 8 
20 8h 
% 
£3 
1 
Ni 
ne 
#: 53S 
©. 
4; © 3b 
148 
* e 
4 Fs 
1. 
. 
i 3, 
Ws 
re * IP 
Wo 
104. 
3 N. — 
4 * 
N * 2: 
Yr) 
eee 
is iz * 4 
5 1 
2 * 
* 4 
=P 5 
Fl 
« Wa 
1 * 
1 
* 
8 +». 
* : 
2 12 19 
8 
1 
3 4 
*. Ed 
. . Ts * 
1 
Fe. 
. 
47 
* 
N 
"i 
by 
5 
* 
P * 
* 
* 
* 
* 
= 
us 
PT 
4 \ 
3 
z 
ot 
go 
* 
10 * 
9 
* 
Ws 
* 2 
. 1 \ 
7 * 
1 
* 


* 
119% 
„ _ 
bs © 
vs 
3 
: 1 
* 
4 


ww: 
4 r 
po 3 2 
| D 

= 


* 
wait 
6 
CLAY 
bo 
& 
3 
"1, 
* 
A 4.4 
Fl 
18 
* 
bY 
9 
2 
4 
by 
2 
» 


yh way 7 * 5 
rr 4 A 
CEC ALE vn 2 TIES 

2 2 n 
2 * N . 
7 ä — 
- = — 


3 
x A — — TT NT 
* = - . — 
* ac . 
DN * GA £1 . 
5 7 
8 nor ft ue * 
> 'A . 
— A 7 
* 4 \ 
- 


30 We TRAVELS of 


Creature who loves roving, and to know a little 
more of the World than what is uſual ; and to 
pleaſe:you, I'II add neceſſary for my Sex. 


Lk all wiſe People who conſider the In- 
ſtability of human Affairs, I ſettled mine, and 
made my Will in due Form, not knowing how 
ſoon 1 might have Occaſion to be run through 
the Body for the Sake of ſome fair Lady, or 
upon ſome Punctilio of Honour. At firſt I own 
I was in ſome Doubt about my Courage; and 
tho? I have no Taſte for Matrimony, I would 
have much rather contributed to bring a Crea- 
ture into the World than to put him out of it; 
but when I found that Men, generally ſpeak- 
ing, drew their Swords more for- their Reputa- 
tion than to kill their Adverſaries, I followed 
the common Example ſeme two or three Times, 
and found- that my Antagoniſts had no more 
Intention to kill me than J had to deſtroy them; 
fo that if we drew Blood it was but a meer 
Scratch in a proper Place, to prevent the Impu- 
tation of Cowardice ; but as Inſtances of my 
Heroifm and Bravery cannot properly be brought 
in here, though, to my great Praiſe be it 
ſpoken, I very often bring in Things Heels 
'over Head, I ſhall be a little upon my Guard 
at this Time; and inftead of Blood and Wounds 
and claſhing of Swords, tel] you a Story, or ra- 
ther give you a Song, which may be of no. 
ſmall Uſe to your Topers of both Sexes. 


ns lovely Polignac; | the' fprightly Para- 
berre, the gay St. Etienne, and pretty Courbon, 
cloyed at laſt with a long uninterrupted _— 

HFS: 3 0 
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of Love and Gallantry, refolved to devote them» 
ſelves wholly and ſolely to the jolly God of 
Wine, admitting no Male Creature into their 
Society ; but a certain Abbe, Nephew to the 
Cardinal de Bois, a Man of Wit and MR 
and a Topper non-ſuch. 
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O a certain Day, marked by red Letters, 
in the Feaſts of Bacchus, our four new Votaries 
went in ſolemn Proceſſion to the Eliſian Fields * 

where, with awful Reverence, under the cook 
ing- Shade of a tall and ſpreading - Elm, the 
lovely Polignac, as Prieſteſs for the Day, me 
up this ſhort ona Prayer. © +: 


Ren ce four nous puiſions, o Dieu 2 ta 8 


treille, wo, 

E acer nos . et chantor yes events 3 1 
en vin de Champagne nous faſſions la guerre Wy 

Au Dieu de L'amour, aux hommes ſur la terre 
Inconſtans 5 HJolages, ms courent de belle en 

Belle 
Comme le plus grand des Dive 2 Jv Maire | 
| inſidelle. | 


Va Pen petit Aveugle, tinGegite tire a ſa fin 
Vive Bacchus notre Dieu et * pour - ha 
Vin, ; 


"Thus PanaPurANr D. 
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Drown all our Cares, deſpiſe the God of) 
Love, 

And Man, the Monſter, made to cheat, and 
rove 


From Fair to Fair, as Poets ſing of Fove. 


Cupid be gone, thy Reign is at a Cloſe, 
Bacchus is our God, and Burgundy our Doſe. 


Wren they had performed what we may 
call a Libatory Sacrifice to their new Deity, for 
you muſt know that every one of them had a 
Glaſs of Champaign, which they firſt taſted, 
and then with their ſoft and delicate Hands, 
ſprinkled the Wine upon the Head of a Marble 
Statue repreſenting Bacchus : after which they 
retired- with great Decency to Madam Para- 
berre's Houſe, where an elegant Entertainment 
was prepared for them. I ſhall not trouble you 
with their Bill of Fare; but you may take it for 
granted, there was no Penury of delicate Ra- 

oos, and polite Fricaſſees, befides Pheaſand- 

outs, red Legged Partridge and Ortolans, all 
in the polite Gouſt of bien mortifiz, which a 
Clown of an Engliſhman would call ſtinkin 

Stuff, and ſing, O! the roaſt Beef of Old 
England. 


A Footman was diſpatched for the privi- 
ledged Abbé, who, having nothing to do that 
Morning, went to Church, where the Servant 
found him and delivered his Meſſage; you may 
judge how welcome it was, when I tell you he 
was in ſuch a Hurry that he forgot to take his 
Hat with him, and never hought of it till he 


Was ot half Way to the nh s Houſe, but 


then 


. 
.% 
428 
3 
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Mademoiſelle de Richelieu. 3 3 
then it was too late; for one of thoſe induſtri- 
ous People, commonly called Pick-pockets, had 
ſeized on the Eccleſiaſtical Beaver, by way of 


Exchange, for his own, which he honeſtly left 
for the Abbe's Uſe. 


Wren Dinner was over, and Bottles placed 
on the Table, Wine and Wit flowed in De- 
luges. It was at laſt propoſed, that, in Honour 
of the Day, every Lady ſhould make a Couplet 
to a Tune then in high Vogue, and of which, 
for the Satisfaction of my ſinging: Readers, I 
have prick'd down the. Notes; but that the 
Abbe might not be without an Opportunity of 
diſplaying his Wit, it was reſolved, that it ſhould 
be his Taſk to make the Chorus ; all unani- 
 mouſly agreed to the Propoſal; and the Lady of 

the Houſe began: 


De ee jus delicieus, 
9 ; 7 ; ; 8 - py 
M — amour Spait tirer ſa gloire; 
| eft pour nous enflammer mieux, 
L. 2% il nous ordonne d' en boirg, 


Le cheur. 


[ Buvons, buvons, buvons tous, 
Par 1322 En amans fidelles 
Tout autant des coups 
Que voudront nos belles. 


Non, pour moi fi je ne bois, 
L* amour n'eſt point redoutable; 
Pour m' engager ſous ſes lois 
faut qu'il me prenne a table. 
Buvons, &c. 
M. St. 


M. Polignac, 
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Dans cette niche Liqueur, 
Quand L'amour trempe ſes 
M. St. Etienne. armes; 
Les coeurs en ont plus d' ardeur, 
Les yeux en ont plus de charmes. 
Buvens, &c. 


Venus Jointe a fes appas, 
M. Courbon. 1 que Bacchus lui donne, 
85 . t c'eſt apres le repas 
Que Pheur du Berger ſonne. 
Buvons, &c. 


TRANSLATION, 


To the Grape's Fs: * 1 
Cupid owes his Fame and Glorß; 
Paraberre. YIt warms the Heart, and clears | 
| the Voice, 
To ſing a wanton Story. 


Chorus by the Abbe, 


x uw 


117 


Fill your Glaſſes, drink away, 
Tiplers are but Aſſes; | 2 
Oft's the Word and the Way, 

To pleaſe our Jolly Laſſes. 


8 
n 
Le 1 
Nh A. - 
| | N by 
* . 


idol 


No, for me 1 dread not Love, 
7 But with Wine when I'm a | 
Palignac. bouzing; 

He that fain my Heart would move 
uf try when I'm carouzing. 

V ill, . | 
St. Etienne. 
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in the Land 


Courtly woo 


TH 


Lady 
Ids to her Undo 
FA 


Fill, Ge. 


Hearts with ſo much 


Vigour; | 
That ſhould a Lover not t 


Adieu to Pride and R 


joins in 


8 not. 


IC 


Fill, &c. 


id's Arrows dipt in Wine, 


ljlerce Our 


When with Venus, hand in hand, 


Bacchus 


Cup 

Pi 

There 

But y 

The Turk. 
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Drudgery of long Deſcriptions, I ſhall only in I 


26 Mademoiſelle de Richeher. 


I ſhould now, in Purſuance of the Plan 
which I have laid down, ” endeavour to give an 
accurate Deſcription of our royal Palaces, which 
Curioſity led me to examine with ſo much 
Exactneſs, that if I pleaſed I could write a 
Quire of Paper upon the Blunders in the Archi- 
tecture, and Diſpoſition of the Apartments; but 
as I have already declared my Averſion to the 


general ſay, that Yerſailles, towards the Gar- 
dens, is grand and magnificent, though not ſtrict- 3 
ly regular; but the Fore- front to the great 
Avenue is a murdered Kind of Amphitheatre, ® 
which, however, might be eaſily remedied, by 
raiſing it one Story higher; but his preſent | 
Majeſty ſeems to have no great "Taſte that Way, 
delighting more in Hounds and Horſes than in 
building Caſtles ; and if Lewis XIV. had not 
added to many grand Qualities a large Share of 
Vanity, no Verſailles, no Marli, had been ſeen 
in our Days. Trienon, which may be properly F 
enough called the Seat of Love, wast he Inven- #F 
tion of Madam Maintenon, and were the Cabi- 
net-of Mirrours, to repreſent the amorous mul- 
tiplied Scenes that paſſed in that Cell of Venus, 
how ſtrange would the Proſpe& de? They tell 
us a Story of Father La Chaiſe, Lewis XIV's | 
Confeſſor, which I have been aſſured was 
Fact. The good old Jeſuit often teized the 


King upon his Amours ; tome will maliciouſly 


tell you more for political than religious Reaſons, u 
but I look upon this Infinuation to be uncha- n 
ritable ; for, if we can believe any thing at all, 


he was certainly grieved at his Maſter's diſor- 
derly | 


Mademoiſelle de Richelieu. 37 
derly Life, and often read him Lectures on 
Futurity, which now and then threw the libi- 
dinous Monarch into Fits of Devotion; but 
though the Spirit was willing the Fleſh was 
3 weak, poor ſenſual Lewis was always repenting 
and always ſinning, till Decay of Nature put a 
= Stop to his Career. ö, 
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Mapam Maintenon, after many fruitleſs At- 
tempts to gain the clamorous Prieſt, reſolved at 
laſt to put his Virtue to a ſevere Trial by a Temp- 
tation hard for Fleſh, and Blood to withſtand, 
the lovely Miſs Scarron her Couſin was a be- 
witching Girl and a very proper Perſon to ma- 
nage a Scheme of this kind, but as the Prieſt 
was a Courtier and a Man of great Penetration, 
3 all Maintenon's Contrivance (which to ſpeak the 
Truth was what we may call tip - top) was neceſ- 
ſary to hook him in, and conſequently a long 
f round- about Scheme was to be laid dewn to pre- 
vent Suſpicion, for the Children of Loyola * are 
ſadly miſtruſtful. Well the royal with 
the perſuaſive Eloquence of Diamond Ear-rings 
and Necklace, which Miſs Scarren wanted and 
vas very ſorry for it, eaſily prevailed with her to 
„ bree her Part in the Farce that was to be 
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Plot of the Farcktcee. 
I the firſt Act Miſs Scarron was to affect 
upon all Occaſions to ſhow the Prieſt an uncom- 
mon Reſpect, to admire every Thing he ſaid, 
-  ® The Patron of the Jeſuit, f SR? L 


—— — 


Vol. I. E 


and 
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and to have it buzz'd in his Ears from all Corners 
that ſhe thought him the moſt accompliſhed Man 

of the whole Secivty of Fo. ONEGON ener: 


11 ont mitt % ALSO? 
In the ſecond Act the was to  \praRiiſe; ac- 
cording to the ſtrict Rules of Art, ſtollen Glances, 
downcaſt Eyes, Bluſhes, Sighs, and all the little 
pay ins. Nel of Love. 
4 Ani Fan ie UED 
Ii che chird and laſt the whole "vs wo be 
3 in the Cabinet of Mirrours, where the 
Honeſt Jeſuit was under moſt terrible Convulſions 
| from the”obſtinate Combat of the 'Fleſh and the 
1 Spirit, and had it not been for the Interceſſion f 
WA His:beatified Patron at the Threne of Grace, the | 
Diſciple alas] had fallen, had fallen The Scene 
was moving and 'the T. emptation ſtrong, but be- 
fore I enter upon the particular” Deſcription of it, 
vrhich I believe would be better let out conſider- 
ing the Senfibility of ſome Readers, I ſhall put 
don the Copies of three or four Letters which 3 
hy 9 to ON authentick, - | 9 
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7 iſs K t Father La Chaiſe, - 
Y Hand ſhakes, my Heart quakes, my 
Blood runs .Tapid in its Courſe, Tears 
if "burſt from my Eyes, Sleep from me flies, how 
5 wretched is $6 Fate] from Morn to N ight I 
in ſigh and mourn, in reſtleſs Anguiſh on my Bed 
„ I turn ; why was J made a Partner of the Light, 
ik who never have a happy Day nor Ow Shad wr 
crue 


0 at a ao. 1 


2 


BY 
Bd 
* 


"IF 


8 
8 
2 
a 
3 
3 
8 
"og 
28 * 
3 
428 
e 
2 1 
5 = 
9 
bor: 
Ne I 
22 
fs. 
77 
Ry. 
Y 
9 
_ 
* BY 
=p 
"2 
- 
1 
98 
1 
487 445 
IE 
©. 
= 
-"*: 
PE 
Tl 
44 
Fs 
11 


Mademoiſelle de Richelieu. 39 
cruel Star into the World me brought ? What 
unkind Hand to nurſe me (Orphan) fought ? 
What Thing fo dear as I hath Eſſence bought? 
The ſmalleſt living Things which Nature 
wrought are freed of Woe: While Lin black 
Deſpair, and gnawing A nguiſh my own Tomb 
prepare. O] woful Life] Life, No, but 
lving Death, a Gem expoſed to Fortune's 
flormy Breath; frail Boat of Criſtal in a 
rocky Main, ftill loft with Ferror and ſtill 
kept with Pain; when did mine Eyes behold 
one chearful Morn-* When did not angry 


Stars my Projects ſcorn ? When had my 


toſſed Soul one Night of Reſt? Of now I find 


what is for Mortals beſt, even, fince our 


Voyage. but ſhameful is andiſhort, ſoon to 
ſtrike Sail and periſh in the Port. But ere E 
fink, tis fit to let you know; that by your 
Means theſe Sorrows on me flow.,. and ſhould 
you cruel to. poor Scarrom prove, ſhe dies a 
Victim to unhappy Love. 


b NR OR Re - 


Father La Chaiſe's Anſwer. 


Received your poetical' Proſe, in which I 
find a Mixture of Madneſs and Wit; if 


| you are ſeriouſly in Love with an old Jefuit, 


who can have no Communication with your 
Sex but in the Character of Adviſer, I muſt 


conclude that your Ladyſhip is ſorely troubled 


with Vapours, if not ſeriouſſy mad; and the: 
beſt dervice I can do you at preſent is to get a 
Do E. 2. Recipe: 


1 
* 
* 
l. 
14 
4 9 
TV 
4 * 
4 4 
1 
"0 
* 
2 
* c l 
1311 
i 
12 
RY 
- Ld 
. 
. 
J 
1 
ES 
1 
7 
% 
A 
F > 
2 
18 
'S- 
1 
. T 
FE 
92 
* 
T5 
_ 
_ 
pd 
2 
* < 
% 
0 
1 
. 
* 
5 
1 


x 
1 
Pa 4 
8 
4 
4 37 
1 

"5 4 2 

mY TH? 

3 3 
1 
1 

"8 

54 2%: 

\ 4" 
\ x23 N 
1 
* 2 
. +. 
en 

e 

Id 

"Ab 
8 
* 


po — — 
7 : : mar *. A bh 
l — 5 n — - 
1 * —＋ r Do 25 7 2 
2 122 „ 5 
oy 
E Taxa, "_—— 
2 
* _ s 


* * * T --” 8 wy 
— S q G * a 3 - 
* 4p prove TY » = S 3% Rh J © b 
3 —— 8 r k - - - . * — =_ 
8 3 I —-—̃ He od 9 — — e 
Semen 4 T * r 3 - a 
1 — — 0 - am: - 8 n — - = = = = 
a — 4 
- — * T'o v 2 


— 


n 
Bee 
2 — _ — - 
0 TT En SE to 
2 . nk gh Eee nos ak 


40 The TRAVELS of 
Recipe from the King's firſt Phyſician, which 


I ſhall ſend you to-morrow Morning; and my 
next Step will be to exhort Madam Mainte- 
non to get you a Huſband as ſpeedily as poſ- 
ſible, for J truly think you are in a dangerous 


3 . 
af wo 51 bates * | pants 
e e c 


Miſs Scarron's Reply. 


F Am indeed in a dangerous Way, but how 
1 can you be ſo barbarous as to ſport with 
my Misfortune]! what can the whole Faculty 
preſcribe to cure a broken Heart, and what 
Satisfaction can there be in the Arms of a 
Man whom we can not love, I know v 
well that I can have no reaſonable Pretenſions 
to your Heart, as it is fortified with Vows of 
Celibacy and Chaftity againſt the Attacks of 
Love; but you muſt know very little of this 
Paſſion, if you imagine that it can be governed 
by Reaſon, When firſt I felt the Poiſon reach * 
my Heart, I thus argued the Caſe with my 
ſelf, poor ſilly Fool, who is the Object of thy 
Wiſhes? a Man! No, a Thing only in the 
Likeneſs of a Man, who has ſolemnly vowed 
never to propagate his Species; a Drone, a 
Creature uſeleſs to Society, and whom Hea- 
ven made a Male fit to anfwer the Purpoſes 
for which he exiſted ; but who, from a miſ- 
taken Notion of Purity, as you Prieſts term 
it, openly declares War againſt the W 
: — 2 2 5 AWS 


} 
{4 
— — — 1 — — — — - \ 
* wy — We ome — — — — — * r — — * — —-U—¾— — — N N 
— — ——_—  —— — — — —— — — - — — . * * — p 2 — © >, Semen — 5 
- 4 — — ating od — — — — — — Lo a. JL wo, ＋. — — ages = SL — Ty oe ——— 
— . b * = — 9 — — —— — — — — — — — — : wor — 3 — 
- — —̃ ̃ — wy <>, — 2 —— - — YA l 2 — 8 : 
- —— B —̃ VÜ— — —— — e I o 26-2, EE = 
— ——— * — " Wy” ” mY 4 I, ot C1 » - * * — ITT WL WENG F — "as RO gl — 7 D 8 n . 
. > + <p 4 "= —. * * a 0 d Pl — 5 —— — 2 
— —— . * = x" —— — — — — — 7 2 r o : —— TTT 
— iI — —— 2 , 2 — 2 — —— . 0 — a3 — 
— — A 4 - XN - 1 — Gn pe — — — 
. — a wo : — 2 — — 
» 


_ 7 
— — —— — —ͤ—— 


©" AY aa 22 
7 7 2 PR. 


Laws of Nature. Monſtrous Cuſtom ! hor- 
rid Abuſe f to what elſe are owing: the ſcan-- 
dalous Intrigues of Friars and Nuns, but to- 
the Prohibition of Marriage Do you think 


it an eaſy Matter for a Man or a Woman in 


full Vigour to get the better of the ſtrongeſt of 
all the ſenſual Appetites, the Struggle 1s ter- 
rible if they conquer, and the Fall ſhameful 
if they yield; why ſhould they be reduced to 
this Dilemma? why excluded from: the Pri- 


and their Lives rendered miſerable and wretch- 


; f ed by an Abſtinence that deſtroys the End of 


Creation, and, as it is often involuntary, can 


1 never conduct them to that ſublime Virtue- 
which they pretend to be the Motive of their 


Sacrifice ? and which J very freely fhall term 


Z the Motive of their Folly ; for had Providence 
intended that a ſelect Number of human Crea- 


tures ſhould deny themſelves thoſe ' Enjoy- 


I ments to which by our Frame and Conſtitu- 


tion we have a natural. Propenſity, is it not 


3 highly probable that they would. have beers 
made of a different Mould from the reſt of the 


Species, that they might not be eternally har- 
jaſſed by the Members of the Fleſh warring a- 


eainſt the Spirits; but you knoyy that no Male 


without he be a perfect Man, with reſpe& to 
the Members of his Body, can be admitted 
into the holy Order of Prieſthood; . and if fo, 
muſt he not from that Perfection be liable to 
the Imperfe&ions, or rather, I think, to the 
natural Confequences of his Manhood. E 
make no doubt but that in your Anſwer, if 
you. deign to favour me ſo far, after you Have 


E 33 ‚ fully 
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vileges to which Nature has. entitled them, 
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fully vented your Spleen againſt Creatures wal- 
lowing in the Mire of Senſuality, you'll fly to 
your ſtrong Hold the miraculous Operations of 
Grace, by which we are enabled to ſurmount 
all carnal Inclinations. Far be it from me to 
deny the Power of the ſupreme- Being, but 
Kill I can not conceive how what was origi- 
nally planted. in our Natures, no doubt for 
wiſe and good Ends, muſt be eradicated by 
the omnipotent Power in a miraculous Man- 
ner, that we may attain to a higer State of 
Perfection than what was thought neceſiary 
for us in our firſt Conſtitution, As an Ad- 
viſer, ſince you are determined to deal with 
me in no other Character, I hope you'll fa: 
vour me with your Sentiments upon this dark 
Point, perhaps they may rectify mine, wy 9 
even ſpiritualiſe them to ſuch a Degree that al! 
Senſuality will be intirely baniſned out of the 
Queſtion, and I ſhall love you as my ghoſtly 
Father without any Wiſhes that can offend 
the Delicacy of your Profeſſion, or give you 
the leaſt Diſturbance ; but till then you muſt 
allow me to tell you that I have other Deſires 
and Wiſhes than what are purely and fimply 
ſpiritual. — 
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Father La Chaiſe ts Miſs Scarron. 


INCE you call upon me in a folemn | 
Manner to give you my Opinion or rather | 
toanfwer your Objeion * Why what was ori- 

8 „ ginally 


| Mademoiſelle de Richeliev. 43 


© pinally planted in our Natures muſt be e- 


© radicated in a miraculous Manner, that we 


© may be enabled to attain to a higher State 
© of Perfection than what was thought neceſ- 


« fary for us in our firſt Conſtitution,* I ſhall 
very ſeriouſly and with great Concern tell you, 
that I find you are not only under the Influ- 
ence of carnal Inclinations, but would wil- 
lingly make them noble as well as neceſſary 
Ornaments of human Nature, and by that 


means deſtroy the Merit of Chaſtity and Ce- 


libacy in the Clergy and religious Orders; 
but pray conſider the Difference of human 
Nature before and after the Fall : Had Man 
remained ſuch as he was created, his Paſſions 
(if they could properly bear that Name) would 


have been moderate and governable, but after 


his Diſobedience they became violent, un- 
governable by Reafon or Religion, and con- 
ſequently not to be conquered but by the im- 
mediate Influence of the divine Spirit in a mi- 
raculous Manner. If this ſhort Explication 

can rectify your Sentiments and bring them to 
be ſuch as may not make me aſhamed to cor- 
reſpond with you, I ſhall look upon your 
happy Change as the Effects of Providence, 
and ſhall always be glad to cultivate the Seeds 
of Grace in you, till your Wiſhes at laſt are 
| become purely and ſimply ſpiritual, 
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Mi ſs Scarron to- Father La Chaiſe. 


O fancy that a Girl:of Eighteen can be 
confined-to Wiſhes ſuch as your Letter 
eoncludes with, is- not leſs abſurd than to i» 
magine a. Man of four Score and ten a gay 
forightly Fellow. Your ſpiritualiſing Scheme 
does mighty well in the Imagination of an old: 
worn out Confeſſor, but you may as well talk 
to me of a World in the Moon as ofa Man or 
Woman's diveſting hemſelves of certain In- 
clinations,. ſo that all your Theological Rhe- 
torick will never perſuade me that I ought to 
act in direct Oppoſition to what the Author 
of Nature deſigned me. Tis, I own, your 
Trade to preach up Chaſtity, Continence;. 
and all That, and tis right to do fo for po- 
litical as well as religious Reaſons; nay I am. 


poſitive that a Prieſt ought to do ſo, tho* he be 


fully convinced in his Conſcience that there 
neither is nor can be any ſach Thing in Na- 
ture; this I ſay. may be a very neceſſary and 


juſtifiable Practice with the indiſcreet or ig- 


norant Part of the Sex, but that you ſhould 
very gravely order me (whom I believe you 
don't take for a meer Simpleton) to ſtrip my 
ſelf of Fleſh and Blood and love you a la mode 
des. Ariges , I humbly beg leave, good Fa- 
ther; to tell you that I neither can nor will 
| bo take 


nn the Angetical Manger, 
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take your Advice, for Reaſons which I ſhall 
make very obvious to you at a proper Occa- 
ſion ; in the mean time let me exhort you, 
in my Turn, to throw off the Maſk, and to 
deal with me as you would with a Boſom- 
Friend ; take all the Preeautions that jeſuiti- 
cal Policy can ſuggeſt, believe me a Cheat, a 
janſenian Tool bribed to ſerve a Turn, a Snake 
in the Graſs, in ſhort, a Creature who pro= 
feſſes Love with no other Deſign but to ex- 
poſe you, and as ſuch put me to the ſevereſt 
Trials that you can poſſibly deviſe, but if after 
all you find me honeſt and fincere in what I 
"X profeſs, uſe me kindly, make me happy. 
Can you imagine that . ſo little Regard 
to my own Reputation that I would ſaeriſice 
it for the uncertain Pleaſure of making you 
paſs for a Man of Gallantry, I fay uncertain, 
for *tis ten to one but the Society would have 
the Art and Intereſt in this Caſe, as in ſome 
others which I could inſtance, to make my 
Story paſs in the Opinion of the Public for a 
malicious Aſperſion, and I might very rea- 
== dily have the Fate of Miſs Fierville who was 
X alittle free with the Character, as you very 


: well know, of the right reverend Father Tur- 


nemine of your Society, the leaſt I could ex- 
XZ pe would be to be ſhut up within four bare 
Walls and to have the comfortable Diet of Bread 
and Water till it pleaſed the Society to allow 
me more ſubſtantial Food. I don't love Ab- 
ſtinence nor to mortify the Body, and there- 
fore for my own Sake, tho* I had no Regard 
for you, it is to be preſumed that I would take 

| | Care 
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care to keep council , and— but alas ! where 
am I hurrying * what Infatuation makes me 
break through all the Rules of Modeſty to per- 
ſuade a cruel ungrateſul Man, that I am a weak 
Simple fond Fool! OF my Heart why doſt 
thou not rather break than thus to expoſe me 
ſure I dream, or F am mad, and faney it to 
be Love; fooliſh Girl, recal thy -baniſhed. 
Reaſon,,— Ah would it were no more, 
would I could rave, ſure that would give me 
Eaſe, and rob. me of the Senſe of Pain, at 


leaſt, among my wandering Thoughts. 1 ſhould: 
fome Time light upon——and fancy him. to 
de mine, kind Madneſs would flatter my poor 
feeble Wiſhes, and. ſometimes telb me he is. 
not loſt not irrecoverably———not for ever 
loſt well fatal but dear Cauſe of my Mi- 


ſery, ſince thy Heart is inacceflible to Love 
let it not be: barred againſt Pity ;. can there 


be any Thing more glorious than to relieve the 


Wretched, think of this; and let that be- 


witching Eloquence to which 1 have but too 3 
too often liſtened with fond Extaſy, undo its 


ewn Werk. 


You know, I ſuppoſe, that his Majeſty 4 


and Madam AMaixtenon: are to take the Pi- 
verſion of Angling on the great Canal Fo- 
morrow after Dinner, for Heaven's Sake let 


us take that Opportunity of an Interview in 


the Cabinet of Mirrours, where: I ſhall. have 
the multiplied Mortification of obſerving in 
your ſevere: Looks and my own deep Bluſhes 
che Folly that you tell me I am guilty of, _ 
0 
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| ® Quejauroisſcin d avoir bouche couſue,. 
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3 it ds. poſſible, my Profeſſton obliges me to 
grant you, Requeſt and to do all that Chri- 


t do paint it in natural Colours is a Taſk that I 
am not very fond of, for Reaſons which I 
dare ſay my female Readers will eaſily gueſs: 

I mall therefore only fay that the — Miſs 
$ | Scarron got her Leſſon from Madam Main- 
1 tenor (the beſt School-miſtreſs for the Art of 
f | Coquetry that France could ever boaſt of) and 
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| of receiving, I hope, from your cold Indif- 


ference a Cure which is . the . of 
a Reaſon: Tn 2 


* 


7 


1 1 93 „ 
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"The Father's dnfwer un the above, 050 
i MAN mokietrinja, ian I would laugh at 
| your Diſtemper, the he ſuppoſed. it to 
de feal, which I ſcarce can do ; however, as 


ſtian Chariry requires of me; with this View 
I chall come to the Place appointed To- mor- 
row at three d Clock, where yeu may be aſ- 
ſurad I will exert my utmoſt Skill to eee 
the Vapour that diſturbs your Rain. 


P. 8. Mr. Godeau adviſes the Cold Bath, and 
"CIT dem drink Mao Tea. Las. 7 | : 1 
"#1 4 bt 75 9 an 12 I LEST} | * 
5 18111 1 * oy ie ; 125 
Z © To? 1 oomiſed: a Dafoription! = the laſt 
Scene in which the good Father's Virtue was 
put to the ſevereſt Trial lit ever met with, yet 
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| ſeea Venus lying on a Couch at full Length in 


| languiſhing—dropt a tender Tear— He ad- 


what next—not at all what ſome may raſhly 


| the future, 1 am Pen e le Chevalier de Rad- 


acted her Part to the Life. Imagine you 


a ſort of Undreſs which invited the curious 
Eye to gaze on Beauties--- hang them I'll ſay 
no mare about them but only tell you that 
the poor Confeſſor ſtood like a Statue, and 
could not pronounce one ſingle Word. Mis 
ſtretched out her beautiful Arm which unluckily 
happened to be uncovered, ſhe ſighed, looked 


vanced— retired— looked ſilly— would have 1 
fain ſaid an Aue, but had no Power z— well, 


imagine, for in the Twinkle of an Eye ſome I 
imrindle bn hurried him off the N 9 


. 21111909 . \f 


72 0 ! Loyola; „ how: well thou nicked the FE 


© Time when thy frail Son was juſt upon the 1 
© Brink of Perdition, and how: "juſtly k did he '1 


© annually perform a Neuvaine'*. in Honour of | 
g this memor able Deliverance. 


Tux King on Madam Mainienon ee, 
heartily at this Adventure, and tho' it had 
not altogether the Effect which that Lady 
propoſed to herſelf, yet the Jeſuit was ol 4 
aſhamed of it, that he appeared ſeldomer at 
Court than before, and became a. more gentle 2 
and en Monitor. 1 0 . 
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A nine Days Devotion, 
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pont, and at preſent lodged at the Hotel de Lu- 

ines in St. German Suburbs, with my Maid 
Lucy, whoſe travelling Name is Peliſſier my 
Valet de Chambre, and a hackney Footman 
who knew ſo little of our Diſguiſe that he 
would at any Time have taken a ſolemn Oath 
of our being real Men. The Houſe where L 
lodged was one of the beſt of what we call 
Hotels garnis * in Paris, and much frequented 
by Strangers of Diſtinction. 
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TR Count de Saluce and his Lady from 
= Auvergne had an Apartment in this Houſe. I 
happened to meet this Gentleman pretty often 
either going out or coming in, and tho' we 

were entire Stangers to one another, a certain 
Simpathy, which can not be accounted for, 
made us ſalute as we paſled in ſuch a kind and 
friendly manner, that it was eaſy to judge we 
both earneſtly deſired a farther Acquaintance, 
which perhaps would not however have hap» 
I pened, had not Chance offered me a favoura- 
4 pe 3 on coming out of the Play- 
"22 noule, | 


Tus Count could neither find his Coach 
nor any of his Footmen which made him and 
his Lady ſtop at the Door till ſome of them 
= ſhould appear; as I overheard him complain- 
ing of their Negligence, I took that Oppor- 
tunity of offering him my Coach which he 
- I frankly accepted, telling me, in a very grace- 
it, ful Manner, that he was glad of this Accident, 
_| N 1 ſince 
„ Furniſhed Lodgings for Strangers. 
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ſince it procured him the Honour of my Ac- 


quaintance, and added, with a Smile, that he 
had been laying Galina for ſome Days paſt * 


how to accompliſh what Chance and my Po- 


liteneſs had happily brought about, I anſwered I 
his Compliment with an Aſſurance that we 
had perfectly ſimpathiſed in our Deſires, and 


that mine appeared to be very ſtrong ſince they 
had forced me to uſe a Freedom which J 
ſhould not otherwiſe have taken : He then 
preſented me to his Lady telling her I was 
the Gentleman who lodged in the ſame Houſe 
with them, and whom he had ſo often men- 


tioned to her. 


I made aſkort Compliment to the Counteſs 
and then handed her to my Coach, in which 
her Huſband and I placed ourſelves with her, 


and drove ſtreight to our Lodging, where I 


ſupped with them, and paſſed the Evening in 4 


a moſt agreeable Converſation ; the Count 


being a Gentleman of great Merit, and his 
Lady a virtuous, ſweet tempered, and beauti- .Y 
ful Woman. In ſhort, we became ſo intimate 
that from Morning to Night I was either in 
their Apartment, or abroad with them, and 
we went about a Month after our firſt Ac- 
quaintance to Fountainbleau together, where 
the Court then was, and where we remained 


during the whole Time of the King's Stay, 


--T ought here. as 4 Frnileller, to give a De- 


ſcription of that hunting Palace, which in- | 
deed is as ſingular in its Fabrick, as in its Si- | 
tuation, and may be called an Edifice beau- : 


tiful ö 
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tiful for its Irregularity; but all the royal 
XZ Palaces in France have been fo often deſcribed 
already in Books to be found in every Book- 
ſeller's Shop, that it would be trifling to re- 
peat what every Mortal who has read any 
Travels, muſt know as well, if not better 
than I do my ſelf. 


Tun Court at that Time happened to be 
under ſtrange Agitations, upon account of 
the Duke of Boaurbon's Diſgrace, brought a- 


bout by the ancient Biſhop of Frejus, after- 
& wards Cardinal de Fleury, who had got ſuch an 


Aſcendant over the King by having been his 


Preceptor, that all the Duke and his Party's 
"*X Efforts were not able to reſtore him to Favours 
the cunning Prieſt ſtood his ground, became 


his Maſter's fole Adviſer, and the Duke of 
Bourbon forbid to come to Court for near two 
Years, Frejus, tis true, had but too good a 
Handle to kick up the Prince's Heels, who 


was ſo far infatuated with Madam de Pri, as 


to oppreſs the Kingdom to ſatisfy her inſatiable 


"X Avarice, and to make himſelf: more odious: 


3 ſtill to the People than the Duke of Orleans, 
dy Law's Miſiſfippi Syſtem. 


Tux only good Thing that ever this de- 
2X bauched Woman did, ſo I think, tho* others 
will not agree with me, was the hand ſhe had 
in bringing about the King's Marriage with 


Stant/laus's Daughter, in Oppoſition to the 


Orleans Family and the Spaniſb Faction; and 
my Reaſon for approving her Conduct in this 
Atfair, proceeds rather from the good Effects 
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it has produced, than from the Motive which 
made her attempt it. Our excellent Queen 
proves a Bleſſing to the Nation, tho“ Madam 
de Prie deſigned her as a Curſe ; the clear- 
ing up of this would lead me into a Labyrinth, 
out of which I could not eaſily draw myſelf ; 
beſides, I don't think it very neceſſary to 
trouble the Public with a long Narration of 
this Tranſaction, it being more properly the 
Buſineſs of an Hiſtorian: All I ſhall fay is, 
that the Duke's Fall involving all his Creq- 
tures, and particularly this Lady, who was 
ordered to retire to her Huſband's Country 

Seat in Normandy, all her Expectations were 
fruſtrated, - which, with the Abſence, and 
perhaps a little Infidelity in the Duke, ſoon 
ended her Days. ed 


I had by this Time contracted ſuch a Friend- 
ſhip with the Count and his Lady, and they 
appeared to be ſo fond of me, that I could not 
think of ſetting out upon my Travels while 
they remained at Paris; we were never ſe- 
parate but while we were in Bed, and in the 
Whole Courſe of my Life I never met with 
two People whom I half ſo much eſteemed. 
J hope this Declaration will ſerve as an Apo- 
logy for my entertaining my Readers, by way 
of a very long Digreflion, with the Hiſtory 
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of their Amours, which have ſomething very i 
ſingular, and in my Opinion, very entertain- 
ing in them. The Count had taken the Pains 
to commit them to Paper, and what I relate is 
Word for Word from his Manuſcript, which 
indeed has been publiſhed in France by what 
| Acct- | 
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Aceident I know not, and paſſes with ſome 
for a Novel, tho” I have all the Reaſon in the 
World to believe that the Story in every Cir- 
eumſtance of it is literally true. 


A Merchant of Lyons, ond Dalln, who 
had acquired the Reputation of a Man juſt 


one Evening, was accoſted by a Stranger, 


who begged in a melancholly ſubmiſſive 


FTone, that he would grant him. a Moment's 
= Audience, 


= Dallon taking him for an indigent Perſon, 
FT pulled out of his Pocket fome ſmall Pieces 
of Silver to give him. But the Stranger 


told him he did not want Charity; and _— 
inſtead of aſking, he had brought Money 
offer him: I only beg, added he, that fort 
© may conduct me to a Place where we cannot 
be overheard, Dallon judging by his Diſ- 
= courſe that there was ſome Myſtery in this 


his Houſe ; and ordering his Servant to re- 
ure, deſired he would ſpeak his Mind. 
freely. 


gave Dallon Ground to believe that he was 
a young Gentleman of Diſtinction, pulled 


is 


| in which was a young Child and a Bag of 


Money Here's a thouſand Piſtols and a 
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and honeſt in his Dealings, retiring home 


booking at him with an Air of Aſſurance, 


Affair, brought him into a Low Parlour of 


THE Stranger, who by his noble Air 
from under a ſhabby Cloak a Sort of Maund 


at | little Gin, faid he, both which I have Orders 
I 1 3 to 
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54 The TRAVELS of 
to leave with you; ſome important Reaſons 
oblige the Father and Mother of this Child 
to conceal its Birth for fome Years: Your 2? 
Reputation of being a Man of Honour and 
Probity has engaged them to put ſo high a * 
Confidence in you; the Thoufand Piſtols 
will defray all Expences for ſome Time, and 
Care will be taken to retire her before this 
Sum is expended, or a new Fund lodged in 
your Hands, if the Parents ſhould be obliged 
to keep her longer concealed. In the mean k 4 
Time, they beg you'll give her Education 
ſuitable to a Woman of Quality, and never 
give up your Charge but to the Perſon who | * 
ſhall preſent the other Half of this Letter, 
giving him a Piece of Paper cut in ſuch a 
anner that the Words had neither Senfe 
nor Coherency, without adding the Half that 
was wanting. - 


"RR 


Dallon was at a Loſs what to think of this 
Adventure; and very unwilling to comply * 
with the Requeſt that was made him, repre- 
ſenting, by way of Excuſe, that as the Child 
- ſeemed to be at moſt but three or four Days 

old, he could eaſily find a Nurſe capable 
to take Care of it, and to keep the Secret; 
that ſhe would be better concealed in the 
Hands of obſcure Country People than with 
him; that being a Widower, and having 
only one Daughter about Two Years old, 
he could not eaſily find any Pretence for his 


taking, Care of this Child's Education, every | 
body knowing that he had neither Neice nor 


Coufin, and therefore begged he would * ; 
OY 


* 
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of ſome other; but the young Gentleman 
X uſed ſo many and ſtrong Intreaties, not to 
= throw the Parents into Deſpair by a Refuſal, 
that he was at laſt prevailed upon; and tak- 
ing the Child, the Money, and the Half of 
the Letter, by which ſhe was to be known 
again, he aſſured him that he would make it 
his Endeavours to diſcharge himſelf with In- 
tegrity of the Truſt repoſed in him. 
\ Txx young Gentleman charmed with his 
"XF Succeſs, thanked him in Terms which made 
it plain that he had more than a common 
"XZ Regard for this little Girl; and tho' his 
"XZ Youth ſeemed to take off all Suſpicion of his 
being the Father, yet Dallon concluded from 
his Behaviour that he was, and preſſed him 
co tell the Truth. 2 
- Vov are not deceived in your Conjectures, 
, 7 replyed he ſighing, this Child is dear to me; 
but though ſhe is the Preſent of Love, ſhe 
is not the Fruit of diſorderly inconſiderate 
FJouth, nor of an unlawful Commerce; her 


Mother is my Spouſe ; but as we are neither 
of us at Age to claim an Inheritance worth 
preſerving, and that the Severity of our Pa- 
rents makes us dread the Confequence of . 
their Violence, we find ourſelyes forced 
to conceal our Marriage for ſome Time. 
IT am very ſenſible that I might have put 
my Daughter to Nurſe in fome Country 
Place, and had her brought up by a Peaſant, 
who, from the large Allowance for her 
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Maintenanze, might perhaps have been care- 
ful enough of her, but then ſhe would have 
been brought up in a Clowniſh Manner, 
which determined me to addreſs myſelf to 

ou as a Man of an exceeding good Character, 
and diſtinguiſhed in the Place where you live, 
and to whoſe Probity J might, ſafely truſt this 
dear Pledge, leaving to your own Prudence 
and Diſcretion: the Degree of Relation you 
think moſt proper to give her, and only 
recommending your giving her a genteel 
Education, and pager for the Child of I 
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World. 


Dallon earneſtly preſſed him to make a ful 
Diſcovery of his Family and Birth; but he 
begged to he excuſed, and only promiſed that | l : 
fix Months hence he would ſee him again ; 
and then gave him with the half Letter a | I 
Billet, in which were theſe Words: 3 


— 


TN — 
— — 
— 


— — aA 


This Child is the frft Fruits of a lawful | 
Marriage, was. gary baptized, and 
named Sylvia. 7 


Dallon, on his Part, aſſured him of the Care 
would take- of his Daughter; ſo that 
they parted. very well pleaſed with one ano- 


Taz Merchant was no ſooner alone than 
he made an exact Search about the Child, to 
ſee if he could any how unfold the Myſtery 
of this Adventure ; but all was loſt — 

an 
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Motive of Compaſſion, joined to the Influ- on 
E ence of the Thouſand Piſtols, he reſolved to it 
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diately ſent for his —_— Narſe, and 
gave her the Child as his Niece, a Brother's 
Daughter who lived at Clermont in Auvergne, 
and whoſe Spouſe having come to Lyons about 
Buſineſs, had loſt her Life in bringing a dead 
Child in the Seventh Month to the World; 
but this Misfortune had been kept ſo ſecret 
that few People were as yet informed of it; 
ſo that the Nurſe had no Nation but that the 
Child, even when ſhe heard of the Mother's 
Death, was his Niece ; but what gave ſtill a 
greater Appearance of Truth to this Story, 
was the Death of Dallon's Brother by an un- 
fortunate Fall from his Horſe, about three 
Week's after his Wife's Death; ſo that Dal- 
Hon, as this Child's Uncle and natural Tutor, 
publickly aſſumed the Title, ſo that the little 
Sylvia paſſed in an authentic Manner for his 
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Niece, and was nurſed as ſuch, 


£ TRE ſix Months not only expired, but ſe- 
4 veral Years followed without the Father's 
appearing or any News from him. Never- 


theleſs, Silvia having attained to her fourth . - 
ear. and the little Dallon to her Sixth, they 
were in the Houſe together as Couſins, had 
the ſame Maſters, and in ſhort the fame 
3 eee to their fifteenth and ſeventeenth 
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Tut two young Ladies had equally an- 
ſwered to his Care of their Improvement, by 
rendering themſelves perfect in every Thing N 
that was taught them, ſuch as Muſick, Danc- 
ing and Inſtruments. A tender and ſolid 
Friendſhip united them; and tho* Nature WW 
had. not favoured Miſs Dallon with the 
Charms of Beauty, which the young S:/v:a n 
Joined to her other Perfections, yet ſhe was 
not in the leaft jealous or uneaſy, nor Silvia II 
in the leaſt vain, = 
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Iſnena, the Name of the Merchant = 
Daughter, was not at all ugly but little; 7 
Silvia was tall, well ſhaped, and beautiful n 
as an Angel. But Virtue, Wit, and Sweet 
neſs of Temper, had been ſhared between; 
them with ſo much Equality, that if if 
lovely Silvia might look upon her rare Qi 1 5 
HJities as an Addition to her Charms, the vir- 
tuous Iſmena might find in hers what made] 
Amends for the Loſs of thoſe external 1 | 
compliſhments which attract the Eye. They 

loved one another with the moſt perfect 
Friendſhip ; and, bclieving themſelves to be 
really Couſins, made it an agreeable Law toi 
fulfil the Duties which the Proximity oi 
Blood requires in virtuous Minds. I 


Tus lovely Correſpendence and Sympa- | 
thy was for ſome Time agreeable to Dallon ; 
he doated on his Daughter, and every Thing 
fhe loved being dear to him, Wld bar fach | = 


ould have had | | 
for | 


an Affection for Silvia as 
x 
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for a real Niece, But as he felt a ſecret 
=X Grief at her having the Advantage of Iſinena 
in Beauty, and was apprehenſive that, not- 
I withſtanding his Daughter's great Fortune, 
Silvia would be preferred to her by the Lo- 
ers who appeared, he often repented his 
having taken upon him the Charge of this 
young Girl. 


EICHTEEN Years having ſlipt away ſince 
ine was under his Care, without any Perſon's 
"Fppearing to inquire about her, he thought 
” Pimſelf authorized to diſpoſe of her; and 
1 ende reſolved to ſhut her up in a Con- 
"Went, if he perceived that her Preſence was 
ny Hindrance to his Daughter's Eſtabliſn- 
ment, which he ſoon found to be the Caſe. 


= Troucn Dallon took Care that they 
hould not ſee mych Company, yet having 

Allowed them to appear at ſome Aſſemblies, 
heir Merit ſoon made a Noiſe, and the 
hole Converſation of Lyons was about the 
o Coulins, But though they rendered the 
Nuſtice that was due to Ifmena, all the Hearts 
general declared for her Couſin, which ſo 
| 3 provoked Dallon, that he refuſed to 
Pear of any Addreſſes to Silvia; the two 
adies ſoon penetrated into the Cauſe of his 
P<naviour, but were different in their Ops 
Ton of his Conduct. 


Silvia, 


ch | 
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Silvia, who placed Beauty in the Rank | | 
Things upon which ſhe put the leaſt Value 1 
and who really thought herſelf in nothin; 
ſuperior to her Friend, found that Dalln 3 
could not at all be blamed for deſiring to | 
have his Daughter married before his Niece 3 
and proteſted that the greateſt Grief. he q 
could give her would be to act other 
wiſe. 9 


8 8 


Iſmena, who was no leſs generous, and 
who knew all the Worth of her Couſin, 1 
could not bear the Thoughts of her Fa- 
ther's being liable to ſuch a Weakneß. 
It is impoſſible, my dear Silvia, ſaid ſhe 
one Day when they were upon this Subject, 
but that my Father's acting in this Manner, 
muſt make People imagine I am jealous ol 
your Charms; and this, I believe youll 
will allow, is ſetting me in a ridiculous 
Light, a thouſand times more capable to 
frighten Courtiers than my Uglineſs. Let 1 
him, at leaſt, give me the Satisfaction to 
make it appear, that if I do not reſemble 
vou in Beauty, I have the Happineſs, at F 
leaſt, to do it in Character, which I tall 
prove by the Joy that your Marriage will 
give me; he even deceives himſelf, conti 
nued ſhe, if he fancies by this Means to force 
Hearts to do me Homage; and I am per ; 
ſuaded that it is his Intereſt as well as mine, 
allowing his Notion of the Neceflity of my 
having a — to get you bound by 


Eymen 
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Hymen's Chain as ſoon as he can; for Men 
who are not meer Fortune- Hunters will ne- 
ver make their Addreſſes to me, while they 
have any Hopes of ſucceeding with you; 
but when you are once diſpoſed of, I don't 
know but the Adorers may approach my 
Shrine. 


No, my dear Iſmena, anſwered Silvia, 


his Niece preferably to his Daughter; your 
Virtue, your Sentiments, and admirable 


Talents deſerve the Attachment of every 


Man who has any Pretenſions to Senſe or 
© Reaſon; and I own that I am perfectly 
"© pleaſed with your Father's giving no En- 
couragement to my Admirers, having a very 
indifferent Opinion of Men, who, allowing 
2X themſelves to be dazzled by vain Ornaments, 
only place their Happineſs in ocular Satiſ- 


45 5 
1 
1 

N 
1 
8 
1 
1 — In 4 
1 4 * 
M0 
1 
oy 


Wx thoſe Gentlemen whom ycur Fa- 
ther admits into his Houſe allowed a cer- 
=X tain Time to be acquainted. with us, before 
they made their Addreſſes, I am very certain 


leaſt, that the Hearts would be divided be- 
2 tween us; but that without the leaſt Exami- 
nation they ſhould aſk Silvia and neglect 

Iſmena is what I cannot pardon, and what 


J determines me to approve of my Uncle's Be- 
—_— 


Vol. I. | G Your 


it is not natural that a Father ſhould eſtabliſh 


faction, without examining the Qualities of 


that you would have the Preference, or, at 
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Yous: Friendſhip for me blinds voy: re- 3 

: ' plied Miſs Dalton; and mine for you, on 
the contrary, enlightens me, I will agree 

for a Moment to pleaſe you, that my Cha- 3 
il | rater, Humour and Sentiments, may, per- 
"i haps, render me worthy of a Gentleman's 
i Addreſſes; but when. with theſe internal 
Wl Qualities he ſhall find Beauty and Charms, 
1 ſuch as you poſſeſs, would it be ſurprizing 1 
li. that he ſhould prefer them? Ne, no, my a 
At. 

F 


* dear Silvia, I do myſelf Juſtice ; I cannot 
blame the Men for thinking as they do- 
Were I in their Place I ſhould do no leſs ; 8 
and if my Father believes that bis K e 5 
their Propoſals for you will make them 
change the Object, he will know in the mf 
r ho mulch he bas been decei ved. 4 


Are ins were in this Situation; when 


Wit my Couſin the Marquis Dantin and I arrived 

1 at Lyons, we were both Lieutenants in the 
Wl | ſame Regiment, he in the Twenty-fifth Yell * 
5 of his Age and I in my Twenty-ſecond, "3 ö Int 
5 were obliged to come from | Riom in AY 2-0 
Wl  wergne: to Lyons, to terniinate an Affair of he 


Wer Intereſt, in which both our Fathers, 0 2 


Wt! | 3 

1 1 were Wu concerned. TI Da 
WW | _—_ (fie Caſe was our 4 gegnliderable Sum es 
5 : dep ofited in the Hands of Dallon's Brother, s 
5 'who died at Clermint, and of which we bel fe 


heard nothing ſince his Death, but that Dal. 


| | { | Jon had taken Poſſeflion of all his Effects; 
1 * unt Thing we. did on our Arrival was to} 
: 1 1G % 90 
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I 00 to his Houſe. It muſt be owned that he 


Mcfcrved, 


Time. 


$ the Honou 


being juftified by 


- 


rs which Perſons of our. 


G 2 


received us with Diſtinction; and our Claim 
bp the Vouchers which we 
produced, he promiſed, without the leaſt He- 
ſitation, to pay the Money in a Month's 


As we happened to pleaſe him mightily, 
and that by our Diſcourſe he underſtood our 
Fortunes, though pretty tollerable, did. not 
anſwer to our Birth, and were not ſufficient 
to enable us to make a Figure in the military 
Profeſſion, he immediately formed a Project, 
Ito purchaſe with a large Fortune the Title of 
Marchioneſs or Counteſs to his Daughter, by 
Marriage with one of us. 
he preſſed us ſo earneſtly to take no other 
Lodging but his Houſe, while we remained 
t Lyons, that we conſented, hoping this 
would be a Means to haſt 
Fur Money. 


With this View 


en the Payment of 


Tu Merchant, who did not penerate 
into the Motive of our Compliance, having 
=o Notion of failing in the Execution of what 
e had promiſed, thought himſelf highly ob- 
iged, and conducted us directly tg. his 
PDaughter's Apartment, to whom he preignt- 
d us as Perſons of Merit and Diſtin&igy 
Fecommending to her to aſſiſt him in Wit 
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Thmena was at that Time alone, and not 
penetrating into her Father's rea} Intentions, 
took what he ſaid upon the Footing of a 
Compliment ufual upon ſuch Occaſions. As 
ſhe ſpoke gracefully, and all her Actions 
were animated by the Livelineſs of her Wit ; 
the Delicacy of her Expreſſions, the Solidity ? 
of her Deciſions, and the Charms of her 
Converſation raviſhed us, but my Couſin the 
Marquis had the good Fortune to pleaſe her 
more than I; whether it was that not being? 
fo young, ſhe thought him more capable of a 
ſerious Attachment, or that ſhe really thought 
he had more Merit, I ſhall not determine; 
but this is certain, that ſhe owned, when ſhe 
Came to be his Wife, that from the firſt Mo- 
ment ſhe found herſelf very much diſpoſed to 
love him. Nevertheleſs, as ſhe wanted that 
Silvia ſhould be in every Reſpect as happy 2 
herſelf, ſhe earneſtly wifhed that her Friend 
might entertain the ſame favourable Thoughts 
of me, as fhe herſelf had of my Couſin, 


WHEN that charming Girl, who had no 
Notice given her of this Viſit, entered the 
Apartment, with a Deſign to reproach her 
gently for ſhutting herſelf up in her Chamber 
alone, found her in fo good Company, 
ſhe faid not a Word, and only faluted us 
with her uſual Gracefulneſs, but with a Re- 
ſerve which the Preſence of unknown Perſon: 
uſually inſpires, fat 


t/menai 1 
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Iſnena, who perceived her Conſtraint, and 
who was fond that-ſhe ſhould diſplay all her 
Charms, prefented my Couſin and me to her, 
explaining the Subject of our Viſtt, and the 
Commands that - ſhe had received from her 
Father. Silvia ſoon penetrated into his De- 
ſign, and opened not her Mouth but to extol 
every thing Iſmena ſaid, that ſhe might pre- 
poſſeſs us with a favourable Opinion of her 
Couſin, and with an indifferent one of her- 
ſelf : But notwithſtanding all her Efforts to 
make us believe ber a Girl of a weak Under- 
| ſtanding, ſhe could not hinder her firſt Glan- 
ces from piercing, at the ſame. Time, both 
our Hearts; but concealing what paſt in our 
Hreaſts, that we might not give Miſs Dallon 
= the Mortification of perceiving her Couſin's 
Triumph, and mutually. to hide from one 
another our growing Paſſion, we continued 
the Converſation in the ſame. free Manner 
that we had begun it. 
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Tux charming Silvia, whoſe Silence left 
her at Liberty to make Obſervations, was not 
long before ſhe diſcovexed that her Cou- 
ſin favoured the Marquis more than me; and 
owned to me afterwards that it gave her great 
Pleaſure, finding herſelf very much diſpoſed 
to have the ſame Inclination for me that I/ 
mena had for my Couſin. | 


WhriLE we were thus engaged in Conver- 
| ation, and affected a Tranquillity which we 
really had not, Dallon was giving Orders for 
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66 The TRAVELS 'of ' 
an elegant Entertainment, and afterwards. | 4 
returned to his Daughter's Apartment. The | q 
gay Humour in which he found her, and the 
Seriouſneſs he obferved in Siluia's Counte- I 
nance, giving him Ground to imagine that 
my Couſin and I had made our Court wholly 

to {/mena, and that gg s Referve proceed- Mi 
ed from Vexation; he felt a Pleaſure in 
this Thought, which he could ſcarce. con- 

ceal. 7 


Worn was at lift deounhy that Dinner 
was upon the Table, where there was Plenty i 
of good Diſhes; but as J obſerved' that every "i 
Time Silvia opened her Mouth to ſpeak, 
Dallon commanded her to Silence, and ob- 
liged his Daughter to do the Honours of the 
Table ; neither my Couſin nor E could: reliſh Y 
what Was preſented. to us. 1 


Miss Dallon, fadly cd at hey F, ather = 
Behaviour, and who wiſhed that her Couling 3 
ſhould make a Conqueſt of my Heart, while 
ſhe ſought the Way to my Couſin's; made : 
ſeveral Signs to her to take no Notice of her 8 
Father's Whims, and begged when the De- 1 
ſert was ferved that ſhe would ſing along with "nn 
her: But Dalbn interrupting her with an bi; 
Air of Reſentment ; No, no, ſaid he, ſing Er 


lone, Silvia's. Voies does not agree with wa 
yours ; it is untuneable, ane F want to hear 6 TI 
Tou ling by yourſelf, | Ch 

F in 

Turs diſobliging Diſcourſe. put Emil Ser 


very much to the Bluſh, and fearing that mo Eac 
Mig 12883 
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might think ſhe approved of it: I am ex- 
tremely ſurprized, Sir, replyed ſhe, that you 
render fo little Juſtice te Silvia; no Body 
ſings more juſtly, or more mothodically ; her 
Voice is a great Deal ſweeter than mine ; 
and as I know that ſhe lends me Graces which 
lam not Miſtreſs of myſelf, you'll excufe 
me, I hope, from finging if you will not al- 
lou her to accompany me. My dear {ſmena,, 
"X anſwered Silvia ſmiling, don't let us be de- 
 prived of the Pleaſure of hearing you for ſuch 
a weak Obſtacle ; conſider, that not being 
able to come up to the Idea whieh you have 
given of my Voice, you'll expoſe me more 
than my Uncle's unfavourable Judgment. 


Tus Diſpute, which plainly diſcovered 
the Modeſty and Candour of the two young 
Ladies, charmed my Couſin and me; and 
tho we could not love //mena with the fame 
Ardour as we did Silvia, yet we could not 
refuſè her our Eſteem; and both of us judgs 
ing that the effectual Way to pleaſe her was. 
to prevail with Dallon to conſent to her 


bim fo earneſtly that he conſented, and they 
ung together ſo exquiſitely well that we were 
highly charmed, and gave defervedly equal 
Encomiums to both. But as Silvia's Beauty 
ith|&was much ſuperior to her Coulin's, every 
ear Thing ſhe did ſeemed to have particular 
Charms, fo that we ſuck'd in Love's Poiſon 

in large Draughts ; we concealed however our 

eng Sentiments fo carefully, and applauded the 
we Ladies ſo equally, that Dallon imagined 
e 1ſmena: 


Couſin's finging along with her; we preſſed 
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63 The TRAVELS ef b 
Iſmena had made a Conqueſt of us both, As 4 
he had ordered our Equipages to be brought 
to his Houſe, where he inſiſted on our tak- 
ing up our Lodgings, we employed the re- 

maining Part of the Day in different Walks, 
which affording us a favourable Opportunity 
of entertaining Silvia in our Turns, and of 
knowing all her Merit, we reſolved each of 
us in private to aſk her in Marriage. 


Tre two Ladies having mutually commu- 
nicated their Thoughts of the Marquis and 
me, were extremely pleaſed to find that their | 
Hearts had fixed on different Objects. 7/- 
mena flattered herſelf that ſhe had pleaſed: the 
Marquis, and Silvia fancied that ſhe had read 
in my Looks a Part of the Sentiments with 
which ſhe had inſpired me. As we were in⸗ 
tirely our own Maſters, Dantin having nei- 
ther Father nor Mother, and Fonly a Mother 18 
in-law, to whom I was in no manner ſub- Py 
jected, we made no doubt but Dallon would WM. 
willingly give his Daughter to one of us, and c. 
his Niece to the other; we carefully how M 
ever concealed our Deſigns from one another, 
each of us fearing to meet with : Oppoſition 
from the other for intending to marry a Wo- 
man ſo inferior to us in bir tn. 


Tur Time of the Reimburſement ap- g 
pronching, both of us reſolved to declare our- of 
ſelves, accordingly I went one Morning earl) ten 
to Dallon's Apartment, whom finding alone, wit 
T addreſſed my felf to him in the following phe: 
Manner: J can not expreſs, ſaid I, My ort 
ne r Which 
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much I am ſenſible of the n Manner in 
which you have received my Couſin and me; 


it in my Power to acknowledge your Favours 
by a fuitable Return. Dallon anſwered that 
be had only done his Duty, and wiſhed for an 
Opportunity of giving more eſſential Proofs of 
the Reſpect and Eſteem he had for us. 


"= As for RefpeQ, replied I, embracing him, 
let us wave that, but for Eſteem, if it be true 
that you have it, give me leave to put you to 
Fa Trial. I adore your charming Niece, my 
Xx Happineſs depends upon her Poſleffion, and 
= conſequently upon you, as ſhe is wholly under 
your Direction. Perhaps you will not think 
my Fortune anſwerable to what I am told ſhe 
ss to inherit from her Family, but as I ſpring 
from a Race of illuftrious Anceſtors, and have 
z tolerable Eftate, I dare hope for your Con- 
ſent to my entering into your Alliance by a 
Marriage with Silvia. 5 


Dallon was ſtrangely difappointed in his 
Expectation, having on my firſt Compliment 
3 imagined that J had Deſigns upon his Daugh- 
ter, and he could not conſtrain himfelf ſo far 
as not to let his Trouble appear at the Name 
of Silvia, by a viſible Alteration in bis Coun- 
tenance: I know my felf too well, faid he, 
with aConcern which plainly marked the Per- 


from 


= which your Acquaintance gives me, and how 


it will always be freſh in my Memory, and 1 
ſhould eſteem it a very great Happineſs to have 
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plexity of his Mind, not to be highly ſenſible 
of the Honour that my Family muſt receive 
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from an Alliance with yours, and I ſhall own 
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that I would purchaſe it at the Expence of 
my whole Fortune if it were neceſſary, but it 
is not in my Power to attain to it in the Man- 
ner you propoſe, = LES 

Tris Silvia, whom you believe to be my 
Niece, is no Relation of mine; I am igno- 
rant to what Country ſhe belongs, or who 
gave her Birth; in one word, ſhe was a Child 
whom | took out of Pity a few Days after her 
Birth, and whom I have brought up as my 
Niece, in hopes that her Parents would come 
and reclaim her, as a Stranger, who put her 
in my Hands, promiſed about nineteen Years | 
ſince; but as I have kept her long enough 8 
without any Perſon's appearing, and that it is, 
not natural I ſhould give to Strangers any Part 
of a Fortune to which my Daughter has a juſt 
Title as Heireſs, J am obliged to declare the 
Truth, and therefore, Sir, continued he, you 
plainly ſee that this Match is not ſuitable, and 
that I am no ways concerned in the Honour 
which you deſigned me; but to give you. 2 
convincing Proof of the ſincere Deſire I ſhould FF 
have of forming indiſſoluble Ties with you, 1 
offer you Iſnena with a Portion of a hundred 
thouſand Crowns independent of as much at- 
ter my Death, oft $7 200-90 HAN A 
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I am.obliged to you, anſwered I, greatly | 
afflicted at what I heard. I render the 
Juſtice that is due to Iſmena's Merit, but the ir 
more I know her Worth, the more I think 
the deſerves to have the entire _ of 2 bo 

; eart z; FF - 
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E | Heart; ; mine is no more at my Diſpoſal, the 
fatal Dart that pierced it has rendered the 


9 Wound incurable Love, my dear Dallon, is 


not a Paſſion which is formed and laid aſide 
at Pleaſure, and it gives me very great Con- 
cern; but Silvia has made a Conqueſt of my 
Heart, and I find that I muſt love her to the 
XZ Hour of my Death. 


As Dallas Deſign in revealing Silvia's 
buy was to diſcourage me from marrying 
that beautiful Maid, and to Jet me know that 
he would not authoriſe her Marriage with me, 
Yin ſhe ſhould have a Rank ſuperior to his 
3 auger; ; he anſwered coldly, that he was 
} ſorry I had conceived fo ſudden an Inclination 
for a Girl no ways proper for me, ſince by all 

Pera ne her Birth was as mean as dubious. 
could no longer bear this cruel Converſa- 


& ion, but retired in a Condition that deferved 

e Pity, and ſhut myſelf up in my Chamber to 

d think without Interruption upon this melan- 

i 1 5 eee 8 
2:43 

14 My firſt Reflections ran upon dne 

14 Pie, and to ſeek in Abſence the Cure of 

ed my Diſtemper; but this Thought, which 


- 1 from the Fear ot having made a 

hoice unworthy of me, ſoon yielded to more 
Kenerous Sentiments, and my Paſſion repre- 
Henting this beautiful Maid with all her Charms 
of Body and Mind, the Reaſons of Rank, of 
Wirth, and of Intereſt, appeared to be ſo weak 
ink | ; FObtacles, and what ſhe inſpired ſo much a- 
of 2 bove them, that I was aſhamed to have once 
rt . | | thought 
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thought of them. What Obligation, ſaid 1 
within myſelf, would Silvia have to me to a- 
dore her, and to wiſh to be her Huſband, if 
her Birth were equal to her Beauty? were it 
ſo, to what Rank might ſhe not pretend? 
Could I flatter myſelf that ſhe would be ſa- 
tisfied with mine? What, continued I, are 
not Beauty, Wit, and Modeſty, Titles a thou 
ſand times more preferable than thoſe of No- 
bility, which we owe to the Caprice of For. 
tune? What do I ſay, was not I willing to 
unite my Deſtiny to Silvia, Niece of the 
Merchant Dallon ? Did that Name place her 2 | 
above what ſhe is at preſent ? Did not I in 
tend to nobilitate her by becoming her Huſ- 8 ; 
band ? Has ſhe loſt any of her Charms f 
ſpringing from unknown Parents? Has my , 
Paſſion taken its Birth from the Nobleneſs o 
her Blood? Are not her Charms the only 
Source, and are they not ſufficient to conſti- 
tute my Happineſs? This Reflection n 
my Paſſion too much not to comply with it 
Silvia without Birth became more dear t I 


me than before ; full of Indignation at the I W | 
Juſtice of Fortune, my Thoughts were wholly on, 
taken up upon repairing it, by ſharing what I r 
had with her; and being reſolved not to def 03 
lay acquainting her with my Love and ho- lind 
nourable Intentions, I went to 1/mena's A lde 
partment, hoping to find a favourable Oppor Fay 
tunity of entertaining her. cal 

Hop 

_ Dvurins theſe Reflections i in which 1 wal. ny 

wrapt up for a conſiderable Time, ſeveral is 8 
Things had happened. I had ſcarce left Dal V 


lon j 
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on's Apartment when my Couſin Dantin pre- 
ſented himſelf, and demanded Silvia in Mar- 
riage. Dallon almoſt in a Fury to ſee two 
Men, to whom he had not been ſo civil but 
with a Deſign that one of them ſhould marry 
his Daughter, make their Addreſſes to his 
& pretended Niece, anſwered him in a very dry 
Manner, that he was not Silvia's Uncle; 
that ſhe was a Foundling whom he had brought 
up out of Pity, of which he had but a Mo- 
ment before informed his Couſin, who had 
made the ſame Demand; that he would not 
eceive, nor draw upon himſelf the Reſent- 


ment of our Families, by concurring in our 


making an Alliance ſo diſproportioned and 
Iunequal. Dantin was no leſs ſtruck wirh this 


Fon was not ſo violent, or that his Affection 
yo me made him apprehenſive of a Quarrel 


el rom that very Moment to ſurmount his 
t Love. 


l am very much concerned, ſaid he to Dal- 
en, for Silvia's Misfortune; ſhe deſerved a 
pappier Fate; nevertheleſs, ſince ſhe is nothing 
Jo you, and that we are at Freedom to con- 
Zinue or abandon our Pretenſions, I will con- 
ider on what is proper for me to do; all the 


eal from the Count that I am his Rival; I 
wall yy Endeavours ; but as I am a Stranger to 
yeril his Sentiments, and reſolved to know them in 
Dal ; Vor.1I, H order 


5 
7 . 


lon * 


4 T ews than I had been ; but whether his Paſ- 


pon account of this Rivalſhip, he reſolved 


avour that I would deſire of you is to con- 


ope I ſhall not long be ſo, at leaſt, I will do 
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74 The TRAVELS 
order to regulate my own, I ſhould be glad 3 
that he knew nothing of this Converſation, MY 


Dallon, who had formed his Plan, promiſed 1 
Secreſy, and when the Marquis was gone, or- 
dered Iſmena and Silvia to attend him in his 
Cloſet: Silvia, ſaid he to that charming Girl, 
I can not poſſibly conceal any longer a Secret 
which I have kept while I thought it might PYF 7 
be uſeful to you, without Prejudice to myſelf; FF ; 
but now as I ſee it to be of the greateſt Con- FF ; 
ſequence to my Daughter and to me, I am p 
obliged to declare that you are not my Niece ; WM p 
that I am ignorant to whom you owe your | F , 
Birth, and that you have no Right to my 
Brother” s Succeſhon, Then without men- 
tioning any thing of the young Gentleman? 
who had committed her to his Care, nor? 
of the thouſand Piſtoles he had received? 
from him, he only told ſimply that a Perſon 4 q 
very indifferently dreſſed had intreated him on ca: 
his Knees to give her out to nurſe, — I 5 
to retire her in ſix Months, and begged that 
he would not deliver her. but to the Pe 2rſon BR - 
who ſhould preſent the Half of a Letter which lor 
he left with him. Nevertheleis, continued 
he, I have for eighteen Years paſt taken care 
of you without any Perſon's appearing, which | 
makes me naturally conclude that my Com- vi 
paſſion has brought me into this Scrape, and | 
that you -- e your Birth to poor People, who BF wa, 
not being in a Condition to entertain you, cry 


9 
Fat ms 


have made uſe of this Stratagem to procure I to x 
you Subſiſtance; and that being dead perhaps ſelf 
by Want and Miſery, or in foreign Countries, ¶ wh; 
they} 


= Mademoiſelle de Richelieu. 75 
they have abandoned you to what Fortune 
& pleaſed to make of you. You know, added 
he, what I have done for you, and in what 
Manner J have brought you up, of which I 
don't repent, ſince you have anſwered to my 
Endeavours, by your Sweetneſs of Temper, 
= Modeſty, and Attachment to Iſnena; and it 
is with the Intention of rewarding them, that 
I am reſolved to put you in a Condition of 
having no Dependance on the World, by mak- 
ing you a Nun. As it is the only reaſonable 
Reſource in your preſent Situation, without 
Fortune, without Parents, and deprived of all 
Aſſiſtance, I ſhall conduct you to a Convent 
where your Voice and muſical Talents will 
j; procure you Admiiſion, without the uſual 
Portion; and to continue the Charity which 
have all along exerciſed, I will fettle a fmall 
Penſion on you for providing, from Time to 
Time, ſome Neceſlaries that you'll have oc- 
12Fcaſion for; and this is all J can poſſibly do, or 
ou reaſonably expect. ries 


Dallon might have continued to ſpeak as 
a Fong as he pleaſed, without the leaſt Inter- 
C2Fuption from either of the two young Ladies, 
their Aftoniſhment and Grief not permitting 
them to. open their Mouths. However, Sil- 
via making a ſtrong Effort to conceal the 
7 Trouble with which ſhe was agitated ; tho' F 
was far from expecting, ſaid ſhe to him, the 


to me, and that as your Niece I thought my- 
ar" by {elf under ſtrong Obligations to you, yet by 
es what I now learn, they are fo far augmented 


[cruel Change which you have now declared 
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that I can find no Terms proper to expreſs my 
Gratitude. I ſhall not pretend to diſguiſe the 
Concern which this Overthrow of my Fortune 4 
gives me; not that Ambition has any Part in 3 
my Grief, the Regret only of not Pont = 
who I am, occaſions my Pain; and I would | 
rather owe my Origin to the loweſt Claſs ff 
Mortals, than to be under ſo melancholy an | 
Uncertainty : But ſince J muſt ſubmit to my | 
rigorous Fate, and ſeparate myſelf for ever 
from Iſmena, I accept, without Heſitation, of 
your generous Offer, by which I ſhall have 
the Satisfaction of concealing from the World 

the Shame of my unhappy Deſtiny, 3 


War! my dear Silvia, (cried Iſmena, al- 
in Tears, will you then have the Cruelty to 
leave me? O!] Sir, faid ſhe to her Father, 
can you think of dragging her from my. 
Arms? Ought you to have united us by! 
ſo perfect a F riendſhip, to ſeparate . u 
hereafter with ſo much Rigour ? What mat 
ters it whether ſhe be my Kinſwoman or not? 
Is ſhe not ſtill my Friend! Am not I rich 
enough to ſupply the Place of thoſe who have Pot 
abandoned her, and are not you fo too to ſerve! b 
her as a Father ? Can you with any Juſtice 
diſpoſe of a Will over which you have no 
other Authority but what Gratitude require: . 
of her? Ah! Sir, continued ſhe, throwing 
herſelf at his Feet, it is on my Knees that 1 
aſk you Silvia, don't force her from me, ot, 


ſuffer that the ſame Cloiſter may incloſe us ſl 
both. Generous 1ſmena, interrupted Silvia, | 
with Eyes drowned in Tears, don't ſhake m) 

Con- 133 


* 


Mademoiſelle de Richelieu. 77 
Conſtancy by theſe tender Marks of your 
& Friendſhip, arfd be aſſured that there is nothing 
ſo cruel to me as a Separation from you; but 
=X conſider that I can no longer appear in the 

World with Honour; that having been edu- 

= cated and known as Niece to your Father, 

and Heireſs to his Brother, I ſhall become an 


+ 


Odject of Contempt, when the Public ſhall 


FS OE TTY . 


Jever I may be, Heaven has given me Senti- 
ments too high to live under the Humiliation 


generous Father is inſpired with a Deſign of 
kreening me from the 'Town-talk, and the 
| Fidiculous Light in which my unhappy Caſe 
Luſt ſet me. „„ 
Diallon, who had no ſuch delicate way of 
Ihinking as the two Ladies, and who was ab- 
plutely determined to have Silvia out of his 
t. Mouſe, highly extolled her Courage and Re- 


ti Plution; and ordering Iſmena, who ſtill re- 


ch. Ppained at his Feet, to get up, he laid his 
*Fommands on her with great Severity, to 
bmit without murmuring to his Will; but 
Er from being diſcouraged; ſhe renewed: her 
Pollicitations with fo much Earneſtneſs, that 
res via fearing her Preſence and Tears might 
ing the Cauſe, withdrew, -to' leave Dallon at 
it I Fiberty to explain himſelf with his Daughter, 
Ind to be at Freedom herſelf to complain of 
wet unhappy Face. horny 
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be informed of my fatal Adventure: Who- 


1 hich is fit for my preſent Condition, and I 
Nock upon it as a ſpecial Happineſs that your 
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As ſhe was going into 1/mena's Apartment 

I met her, being come there with a Deſign to 
find her out. Her Eyes were bathed in Tears, 
and Melancholly was viſibly painted in mine. 
We ſoon perceived our mutual Grief, and 
faluted one another without being able to pro- 
nounce one ſingle Word; I- preſented my 
Hand to her, trembling ; and ſhe gave me 
her's almoſt under the fame Coneern ; and inn 
this filent Manner we went into Miſs Dal. 
lon's Cloſet, where Silvia threw herfelf 0 I 
an Arm Chair, and I upon my Knees before} ) 
her. Ns "Wu 
71 

N 


Trs Poſture of mine made her recover. * 
herfelf ; and bluſhing when the looked 2 
me: What do you mean Count, ſaid ſhe! 
Does your Diſtraction make you forget that? Þ 
I am Silvia? I am under no Abſence of 
Mind, anſwered I, I adore you, and I an Wn: 
come to declare it; but as my Eſteem equal A0 
my Love, my Words ſhall prove my Reſped th 
while 1 endeavour to expreſs the Ardour «Fm 


3.4 


my Flame. This Declaration ſurprizes you, 


2 4% 


at” ; 8 
2 


4 
AY 


$1 


and appears no doubt raſh and bold, cont- de 
nued I, obſerving her to change Colour: ba 
Nevertheleſs, I hope you will not think it or 
eulpable, when you know that it is not my bu 
Fault, if you was not informed by him from & 
whom I thought you was to be obtained; big 2 
bis Refuſal, founded on a Pretence which Ef 
only augments my Love, forces me to. oft: Yo 
you my Heart and Hand. The Tears, o th: 
which I ſtill ſee the Traces on your Cheeks 

| anform! 


j Mademoiſelle de Richelleu. 79 
inform me that he has diſcovered to you the 
Secret of your Birth ; but as I prefume he 


the Sentimen:s with which you have inſpired 
me, my Mouth muſt be the Interpreter: 
Les, charming Silvia, you ſee in me the 
moſt paſſionate of all Lovers who aſpires to 
the glorious Title of Huſband, Permit me 
to repair the Injuſtice of Fate, by ſharing my 
Fortune with you; and let my Love and my 
Name ſerve you inſtead of Portion and Pa- 
rents. I am my own Maſter, Dallas is not 
yours; and nothing can oppoſe my Felicity, 

X unleſs by an Effect of my Misfortune you 
bave contracted a Hatred for the moſt amorous 
Man in the WorldddqGd | 


An} good God, cried the lovely Silvia, 
lifting up her Eyes to Heaven, was not my 
Fate rigorous enough, without joining this 
n new Subject of Grief. Generous Count, 
added the with a ſoft kind Glance, I know all 
the Value of the Advantages which you offer 
me; they even make me ſenſibly feel the 
Weight ef my Misfortune ; and I will freely 


% only Perſon on whoſe Head I would place it; 
but the dearer you are to me, the more your 
2 Glory is precious in my Eyes: Niec to 
VDallen and fole Heireſs to a . conſiderable 
Eſtate, I found myſelf ſtill ſo far beneath 
you, that I ſcarce durſt allow myſelf to think 
that you would ſtoop fo low as me, and I 
bluſhed when your Looks ſeemed to flatter 
| | me. 


has not at the ſame Time informed you of 


Leclafte to you, that were I born a Queen and 
1: had a Crown to beſtow, you ſhould be the 
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90 The TRAVELS of 
me. Judge now of my Sentiments, poſſeſ- 
fing nothing of what might in ſome Meaſure 
zuſtify your Choice, I know that Love ren- 
ders all-its Vaſſals equal, that it has often 
united the Scepter and the Sheep-hook, but 
they who made ſuch odd Matches knew at 
leaſt their Origin; the Shepherdeſs knew 
that ſhe was born ſuch, and the Purity of the 
Blood which ran in her Veins might in ſome 
Meaſure make Amends ' for the Want of 
Rank and Fortune; but for me, of what can 
J boaſt, ignorant how or from whence J 
came; if F owe my Birth to the Effects of 


a criminal or virtuous Love, or if the Ob- 1 
ſcurity of my Birth be the greateſt F ailing 0:1 i 


thoſe who were the Authors of it. 


An Count, this Idea alone makes me 
what would be my Deſpair, if, 


we mble ; 


having honoured me with your Name, fome| 
Time or other, the Authors of my Life ſnould 
and that upon Information of i 


be diſcovered ; 


my Origin, Subjeche of Shame were found in it 
for exceeding its Meannefs. No, I ſhall: not 


expoſe you to fuch terrible Events:; 
with the Glory of havi 


our Hand, which, as J cannot deſerve 35 
the Advantages of thoſe who may pretend to | 
it, I ſhall endeavour by my Sentiments to 


ſatisfied 
pleaſed yon, and | 1 
that you did me the Honour of offering me I F 
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preſerve your Eſteem; and ſince it is im- 1 5 


poſſible that I can be the Count ae Saluer's, 4 


no other . ever n me. NG 


Mademoiſelle de Richelieu. $1 


= An! too charming Silvia, cryed I, tranſ- 
A ported with Love and Admiration, what For- 
tune, what Rank, and what Renown are 
comparable to the Beauty of your Character; 
and ſhould not I be the moſt unworthy Man 
living to prefer any Conſideration to the Per- 
fections of your Mind? My dear Silvia, 
continued I, ſince I have the Happineſs to 
find that you don't deſpiſe my Love, let me 
beg of you not to reject the Teſtimonies of it, 
Hand conſider that it is ſigning the Sentence of 
my Death to oppofe the only Thing that 
ran render my Life happy. J have told you 
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ny Family has no Right to controul my 
Actions, and I can — No, Count, inter- 
Fupted ſhe, you can do nothing; you may 
"Fave it in your Power to make a worthy 
F-hoice ; but when the Queſtion is, whe» 
her you ſhall wed a Girl without Name, 
Fithout Fortune, and without Birth, Rear 
muft- be your Maſter. Your Family, 


1 70 

RR 

9 
* 


pecauſe you do nothing that may give them 
Occaſion of Complaint, will no ſooner 
Fnow the Injuſtice which you do to your 
Plory, than they will join to oppofe you : I 
vill become the Object of their Reſentment, 
Ind you would have the Grief of ſeeing me 
acrificed to it. | 


Ass ſhe pronounced theſe Words 1/mena 
: [ZEntered, but under ſuch a terrible Trouble 
3} hat ſhe did not at firſt perceive me, and 
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already that I am my own Maſter, and that 


| From which you have nothing to fear, 
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throwing herfelf into Silvia's Arms; = 
dear Friend, ſaid ſhe, I have gained no ⁵ä 
Ground, my Father is inflexible. | 


As I judged by theſe few Words that _ 
fomething was in Agitation, of which I 2 
ignorant and greatly alarmed, I conjured her 
to tell me what was the Matter ; ; but Silvia, 
who was reſolved to conceal her Departure 
from me, prevented 1ſmena's Anſwer, b) 
telling me that this tender Friend had let: |" 
nothing unattempted to oblige her Father not 
to diſcover the Secret of her Birth, but to own! 8 
her ſtill as his Niece ; and that the Exceſs o 
her Grief only proceeded from her not being} 
able to prevail with him; and as ſhe was de“ 
firous to be alone with Miſs Dallon, ſhe beg. 
ged that I would retire, promiſing to com) 
to no Reſolution without firft acquaintinf 3 
me. As I flattered myſelf that I would a3 
laſt get the better of her Scruples, and bei 
afraid that to ſpeak of my Love before Iſme * 
na would not be agreeable to her, I obeyc* 
her Commands, begging ſhe would remembe Er. 
| _ J had ſtill _ important ne to tel 

„ 1 


Silvia could not fee me go without 
Trouble; my Procedure, which ſhe thougitÞ* 
generous, joined to the ſecret Inclination lf 
had felt upon our firſt Interview, made any 
abſolute Conqueſt of her Heart; and per- 
ſuaded that ſhe was upon the Point of prin 4 
for ever ſeparated from me, ſhe had not 
der to prevent her Tears from burſting 


= Mademoiſelle de Richelieu. 83 
1 out with a Violence that ſurprized Iſnena, 
till the more as ſhe had not found her ſo 
much affected at the Change of her Fortune 


Itenderly, and mingling her Tears with hers : 
My dear Silvia, ſaid ſhe, you are then under 
ſome Concern at the Thoughts of leaving me, 
but, continued ſhe with Vivacity, why don't 


s nothing to you you owe him no Obedi- 
1 nce ? 
I owe him every Thing, replied Silvia, 


e has nodriſhed and brought me up; and 


: uires that I ſhould be as obedient ta him as 
f he were my own Father: But my dear 
nen you don't know all my Misfortunes. 


1 Though Dallon were not to put me into a 
F Fonvent, I ſhould be obliged to go and hide 
+ @yſelf in the remoteſt Part of ſome Defart 
om the whole World. I love the Count de 


aluce. and he is paſhonately fond of me; fo 
Pat I cannot too ſoon avoid the Danger 
"Which we both of us run in following the 
Pictates of our Hearts. I muſt therefore be 


er, preſerve the Count from the Shame 
Fhich would ſoon be the Conſequence of his 
tended Project. | | 


Miss Dallon extremely ſurpriſed that her 
Friend ſhould refuſe ſo favourable an Oppor- 
Inity of repairing her Misfortune, ſince ſhe 
confeſſed 


* Q 


Jas ſhe could have wiſhed ; ſhe embraced her 


Pon oppoſe my Father's Project, fince he 


She Education which he has given me re- 


I dne, I muſt take the Benefit of your Father's 
It Favour ; and by ſhutting myſelf up for 
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confeſſed that ſhe loved me, employed all her 
Eloquence to make her change her Reſolu- 
tion ; and flattering herſelf that the Myſtery 3 
of the Half Letter might alter her Mind, ſhe 
entreated her to read it carefully, I laid hold 
of it, ſaid ſhe, when I found that my Fa- 
ther was deaf to my Intreaties, and it was 
with great Difficulty that he was prevailed WW. 
upon to leave it in my Hands: Here it is, | 
perhaps ſome Time or other it may be uſeful , 
to you; and though the Manner in which it 
is divided renders it very obſcure, yet I can- 
not allow myſelf to think that it is the 1 
Work of a poor Wretch. Silvia's Curioſit) n 
was ſo far excited by what her Friend ſad o 
n 


that ſhe took and read what follows. = 
| U, . .W 77 II, 107 N. 
; \ 7 . 2 N 2 0 2 (22) 822) N AV ; A & 


Half of a LETTER. 1 
HE melanchally Neceſſity under which | 1 


am to conceal = = - | 
to do the ſame with regard to her 
and as I am ignorant as yet into what Hani 
that my Deſign is not to reveal ſo — - 
to prevent the Misfortunes that may = = 
to make her known in Time and Place - 
baptized as a Foundling, without Father or 
who gave her Birth is my lawful Spouſe - 
in Poſſeſſion of the Half of this Mriting- 
unravel the Myſtery of it, in Caſe my 
ſhould prevent my going myſelf to retire my 


Tu 
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Tae reading of this Letter threw Silvia 
into a long and deep Thoughtfulneſs ; but at 
length awaking, as it were out of her Dream, 
and looking mournfully at 1/mena : All this 
proves nothing, ſaid ſhe, and People are but 
too well acquainted with the Tricks of thoſe 
who ſeek to get rid of the Burthen of their 
Children's Intertainment and Education, to 
make any certain Judgment from ſuch a 
= Writing as this: Miſery often ſharpens In- 
vention, and this Billet is, no doubt, a Bait 
laid to oblige your Father to take Care of 
me; they probably imagined that the myſteri- 
FS ous Manner in which it was written would 
make him believe that I belonged to Perſons 
of Note, and that he would be handſomely 
rewarded for his Trouble and Care; but 
whatever may be in it, my dear Iſmena, my 
Honour and Peace of Mind force me to re- 
tire: I dread the Shame and Ridicule con- 
ſtantly attached to Adventures of this Kind, 
and the Count de Saluce is too dear to me to 
think of expoſing him to a Share of them: 
Therefore the only Favour which I would 
beg of you, as the ſtrongeſt Proof of your 
Friendſhip, is to conceal from him the Place 
of my Retreat, if it ſhould happen to come to 
Hour Knowledge. 


= Mrss Dallon, terribly grieved at the Reſolu- 
tion of her Friend, reiterated her Prayers and 
Tears, to engage her at leaſt to give her Fa- 
ther the Slip by retiring immediately, with 
an Aſſurance that ſhe would take Care to 
Vol I. I provide 


ai 
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provide her with the Neceſſaries of Life; but 
all to no Purpoſe : She looked upon ſuch a 

Step as a ſort of Treachery to her Benefactor, 
who was reſolved to crown his Generoſity by 
placing her in a Convent ; the only Reſource 
for one in her unhappy Situation; for which 
Reaſon, notwithſtanding her natural Averſion 
to the Cloiſter, joined to the Inclination | 
which ſhe had for the Count, ſhe was unal- 
terably reſolved to give a blind Obedience to 


* 


Dallon's Will and Pleaſure. | 3 


TRE melancholy 1/mena perceiving that | 
there was no Poſlibility of altering her Mind, 
and that there was a Neceflity of conſentin; 
to this dreadful Separation, reſolved to pro- 
vide every Thing that was neceſſary for he: 
in the Convent, and to put her in a Condition 
to leave it if ſhe happened not to like it. 
With this View ſhe forced her to accept of i 
the beſt Part of her Jewels, and all the Mo- 
ney which ſhe had, and not being able to beat 
it out of her Thoughts but that the half Let. 
ter would be ſome Time or other uſeful, ſhe 
incloſed it in a little Satchel of Silk faſtened 
to the Ends of a Ribbon ſhe wore about ber 
Neck, and which hung down in her Boſom, 
in a manner not to be ſeen, and earneſtly 
recommended to her never to part with it 
this Silvia promiſed, tho? ſhe had no Hopes of 
i tility.. . : - : 


>” Ao Aobo 


WHILE the two Ladies were thus em- : 
ployed, Dallon, who reſolved to get rid of uf 
as ſoon as poſſible, ſince neither of us ine, 

| | cline?| 
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clined to be his Son- in- law, was counting out 
our Money, and being informed that we were 
in our Apartments, ſent a Servant to intreat 
that we would take the Trouble of coming to 
him in his Cloſet; which making us con- 
© clude, each within himſelf, that he had 
changed his Mind, we obeyed the Call with 
equal Ardour, but all our Hopes were daſhed 
when Dallon ſhewed us the Money ranked in 
Order upon the Table, and with an Air of 
Coldneſs, thanked us for the Honour we had 
done him in lodging at his Houſe ; making 
broad Hints that our Money being paid, no- 
thing more detained us at Lyons. 


4% * 


. 3 


W eaſily underſtood this Language, and 
as there was no thinking of ſtaying at a Man's 
Houſe againſt his Will, we reſolved to change 
our Lodgings that very Day, which gave 
PDallon fo much Joy that he made no Diffi- 
Pulty of permitting us to take leave of //mena ; 
his we both aſked but with different In- 
Mentions, for my Couſin's were to make his 
Addreſſes to Miſs Dallon, ſince he found too 
ſtrong Obſtacles from the Obſcurity of Silvia's 
Birth, and a Competition with me, to pro- 
ſecute his firſt Deſign ; and mine were to com- 
bat her Scruples with all the Eloquence that 
Love is capable of. FEE 3 1 


Warn we entered 1ſmena's ' Apartihent, 


m. ner Cloſet to write. My Couſin was the firſt - 
wk 


ho ſpoke, and told her what had paſſed be- 


in. tween — and us in ſo mournful a manner, 


ne! 12 that 


'e found her alone, Silvia having retired to 
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that ſne could not conceal her Surpriſe and I 


ſaid ſhe, is marked out for the moſt unlucky 


. 
l 
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Grief; and looking at him with Eyes that | 
diſcovered a Part of her Secret; this Day, 


of my Life, and my Father has, no doubt, 
reſolved to make it odious to me; 
I ſhould think myſelf extremely happy, an- 
fwered he, could the Offer of my Service be! 
acceptable; in that caſe, I would endeavour Ji 1 
to prevail with your Father to allow me to 
remain ſome Time about your Perſon, Silvia! 
appeared as he had pronounced theſe Words, p 
and as I perceived that the Marquis and Dal. II. 
lon's Daughter were like to be engaged in 21a 
Converſation that was not indifferent, I took ii 
this Opportunity of leading Silvia to a Win- 
dow at a little Diſtance, and informed her of | 
the Neceſſity I was under, not only of Teav- 
ing Dallon's Houſe, but alſo to return to Au- 
vergne, where my Prefence was neceſiary 
upon Buſineſs of Importance; propoſing to 
conduct her there, and to procure her in the 
Counteſs, my Mother-in-law, a Friend a 
tender and affectionate as Miſs Dallon ; Ma- 
dam de Saluce, added I, is of a diſtinguiſhed 
Piety, her greateft Pleaſure is in affiſting un- u 
happy Perſons ; ſhe eſteems me, and I have? 
the ſame Regard and Reſpect for her as if ſhe] 
were my own Mother: I will declare my 
Paſſion to her, make her ſenſible how deſerv-| 
ing you are of my Choice, which will, I an 
certain, gain her Approbation, and prevail 
with you to make me happy. | N 


3 
; 1 7 
N 


* | 4 
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Bor Silvia, whoſe Virtue was alarmed at 
= the leaſt Appearance of Irregularity, prefer- 
ring her Obſcurity to the Splendor of a Rank 
which was not to be purchaſed but by running 
away with a Man, rejected the Propoſal 
without the leaſt Heſitation; and tho” ſhe 
did not deny but that ſhe would think herſelf 
=E happy to be united to me by indiſſoluble Ties, 
2 ſhe nevertheleſs withſtood the Bent of her 
Heart, and was ſo far Miſtreſs as to reſiſt the 
FX Pleaſure of giving way to it; but being ap- 
prehenſive of my taking ſome violent Reſo- 
lution, ſhe begged I would expect, from Time 
and her Perſeverance, ſome favourable Change, 
inſinuating that Dallon would perhaps take 
another Thought, and that ſhe flattered her- 
ſelf Providence would ſome Way or other 
clear up the Myftery of her Birth: Thus by 
her Wit and Sweetneſs I was quite diſarmed, 
Hand forced to ſubmit to what ſhe deſired, 


= On the other Hand, Miſs Dallon vexed at 
the unguarded Expreſſion which had ſlipt out 
Jof her Mouth upon what Dantin had told her, 
affected a greater Reſerve than at firſt, and 
turning the Converſation upon the Fate of 
Silvia, without informing him of her De- 
parture. which ſhe had ſolemnly promiſed to 
Ekeep a Secret; ſhe diſplayed ſuch noble and 
generous Sentiments, ſo rare in her Sex when 
the Caſe is to do juſtice to the Beauty and 
Merit of another, that Eſteem taking in his 
Heart the Place which Love for Silvia had 
ſome Moments before poſſeſſed, he was fully 


* 
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perſuaded that he could not miſs of being ex- 
tremely happy with a Perſon of her Character, | 
and as it was certain that this Match would | 
procure him an Opulency which his own For- | 
tune could not afford, he refolyed from that | 
Moment to turn his Thoughts wholly to- | 
wards Iſmena, and not to leave Lyons till he 
carried her along with him as his Wife; but 
being willing alſo to render me Service, and MW ! 
2 

f 


flattering himſelf that Dallon, upon Account 

of his Marriage with his Daughter, would re- 
fuſe him no Favour, he reſolved to make it a 
one of his Demands that Miſs Dallon, when hb 
he was married to her, ſhould have the Diſ- 
poſal of Silvia, and even carry her along with 
her to Auvergne, Full of this notable Scheme, 
he aſſured Iſmena of tbe Part he took in her 
Friend's Misfortune, which he hoped might 
ſtill be repaired, if a Project which he had in 
View ſucceeded to his Wiſhes ; but, loveh 
Iſmena, added he, in order to bring it to 2 
happy Concluſion, yon muſt accept of the 
Vows and Wiſhes of a Man whom you have 
for ever ſubjected, and conſent to my addreſ- 
fing your Father in quality of one who place 
all his Felicity in the Poſſeſſion of your Hear 
and Perſon. 4 


Iſmena could not hear with Indifferenee 
the Marquis's Project of making her hisWiſe, 
but did not coneeive how her private Happi- 


neſs could make any Alteration in Silvia 2s 
Caſe. Tho' Lam not ambitious, anſwerel Pre 
me, bluſhing, I think it would ſcarce be par- 2» 


Sonable in me to Teject the Honour you " : 


| Mademoiſelle de Riebelieu. gr 
tend to do me, and my Happineſs would be 

| perfect if the Conſent which you deſire could 
ene to that of my Friend. Dantin, 
charmed with this Declaration, returned 
thanks with Tranſport, and proteſted ſo 
ſtrongly and ſo confidently that he would 
change Silvia's Fortune, that 1/mena was al- 
moſt perſuaded of it: She begged however to 
4 rnov, upon what Foundation he gave her ſo 
agreeable Hopes; but the Marquis, Who re- 
ſolved to have the Pleaſure of giving me an 
agreeable Surpriſe, begged ſhe would allow 
bim to be filent till he had ſpoken to her Fa- 


ther, and that ſhe would mention nothing of 
it to her Friend. 


 Tſmena, unwilling to preſs him farther, pro- 
miſed what he deſired, upon which, Silvia and 
I joining them, the Converſation became gene 
ral; but as Silvia and I were both under a Load 
of Melancholy which tied up our Tongues, I 
ſoon took my leave of the Ladies, and the 
== Marquis followed my Example, with a De- 
fin to ſpeak to Dallon before Night; and as. 
ve could by no means ſtay longer in a Man's. 
Houſe who had paid us. ſuch a Compliment, 
we went directly and took Lodgings. 


r 
o hn rg rn pa. 


Dallon being ſuſpicious that our Paſſion for 
Jilvia would not allow us to leave Lyons ſoon, 
and dreading the Charms of this Girl as well 
as the Tears of his Daughter, haſtened to 
prepare every. Thing for her leaving Lyons the 
very next Day, having reſolved to conduct 
ker to a Convent near St. Flour in 2 


= 8 * N 
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of which a Relation of his was Prioreſs; he 
had kept his Deſign a profound Secret both 
from Silvia and Iſmena, that we might not 
endeavour to prevent it, and to avoid meet- 
ing with us at his own Houſe, he went out 
the Moment he had paid the Money, leaving 
word that he was to ſup abroad. 


Tus obliged the Marquis to defer the 5 ; 


Converſation he intended to have with him, 
till next Day, but he was again diſappointed, 
for Dailon no ſooner. returned to his Houſe 
than he ordered Siivia to make ready for her 
Departure at the Break of Day. Tho' this 
ſudden Reſolution ſurpriſed and afflicted her 
very much, yet ſhe ſubmitted to it without 
murmuring, and, notwithſtanding 7/mena's 
Tears and her own Grief, employed the whole 
Night in packing up and preparing for this 
melancholy Journey. 55 


SHE wrote me a Letter which ſhe begged 
Miſs Dallon would deliver; this dear and 


tender Friend was under a heavy Load of | 


Grief, the more inſupportable as ſhe had flat- 


tered herſelf with Hopes of a Turn in S:ilvia's [2 


Affairs, which now vaniſhed by her Father's 

cruel Precipitation. She uſed all Endeavours 
to know the Name of the Convent where he 
intended to put her, with a Defign to inform 


me, the” ſhe had promiſed otherwiſe to Silvia; I 


but Dallon put it out of her Power to break 
her Word, having abſolutely refuſed to tell 


her the Place. 


3 
LG 
\ 


So F wy 9 


Mademoiſelle de Richelieu. 93 


In fine, the fatal Moment came, and the 
XZ two lovely Friends had almoſt ſunk down 
when they were locked in one another's 

Arms, at the Thoughts of this cruel Separa- 
tion. Any other but Dallon would have been 
EZ penetrated with ſuch a moving Sight; but 
be, far from being affected, pulled them 
EZ forcibly from one another, and made Silvia 
get into a travelling Coach, placing himſelf 
at her Side, and ordering the Coachman to 
march, after having left Jena under the 
©; | Tuition of an old Houſe-keeper 7 in whom he 
placed the greateſt Confidence. 1 


Duallon took a round- about Way to 
St. Flour, not judging the common Road, 
ſafe, leſt he ſhould have been followed by 
my Couſin and me when we came to 


Silence reigned between him and her, as ſhe 
2 afterwards told me, during the whole Jour- 
= ney ; and it was only within a few Miles of 
the Village in which was his Kinſwoman's 
Convent, that he informed her they were in 
Auvergne, and not far from St. Fhur, | 


Silvia ſpoke not a Word, but inwardly 
rejoiced that fhe was to paſs the Remainder of 
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even became leſs melancholy, and without 
being able to account for this Change, ſince 


& quillity, that ſhe entered her Priſon with a 
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know of his carrying off Silvia. A gloomy 


her Days in the Country where I lived; ſhe. 


. ſhe had no Intention to inform me where ſhe 
was; ſhe found her Mind in ſo ſweet a Tran- 
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Silvia at the Break of Day, without leaving 
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Satisfaction of which ſhe did not think herſelf 3 


capable. 3 | 
As Dallon had been long thinking how to 
get rid of her, and had written ſeveral Letters i © 
to the Prioreſs his Relation, that Lady ex- 
pected them, and ſeemed to be charmed 
with Silvia, to whom ſhe greatly magnified | ” 
the Agreeableneſs and Advantages of a reli- jm © 
gious Life. Silvia approved every thing ſhe Wn I* 
ſaid, and expreſſed fo little Repugnance to 
her being ſhut up, that Dallon made no doubt 
of her making a very good Nun. After a jm 
private Conference with the Priorefs, in [ 
which they agreed upon their Terms, he th 
took his E of Silvia without any ſeem- | - 


ing Concern, and immediately ſet out for BW 
Lyons 0 | 1 by 


THrose whom Silvia had left were not ſo 
reſigned as ſhe: For my own Part, as I 
thought all the Moments loft which I paſſed 
without ſeeing her, I waited with great Im - 
patience the Hour in which I might with 
Decency go to Dallon's Houſe, 94 


My Couſin Dantin full of his new Projed 
got up very early, with an Intention to put 
it in Excecution; but how great was h, 
Surprize when he underftood by Dallons 
Servants that their Maſter was gone with 


any Word where he intended, nor when be 
would return. ; 


TrovcHpt 
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THovcH he had by this Time got the 
better of his firſt Paſſion, and was fully re- 
= ſolved to make Iſinena and his Fortune the 
only Objects of his Deſires, yet he was ex- 
tremely concerned at that beautiful Maid's 
unhappy Fate, which he was ſure would 
make me in a Manner deſperate, and greatly 
afflict Iſmena; ſo that all theſe Conſiderations 
joined together drew Sighs from his Heart, 
and Tears from his Eyes. 4 


ann nn 
5 1 


As it was too early to think of viſiting Miſs 
ES Dallon, he returned home; and being told 
that I was got out of Bed, came into my 
Chamber, but with a Countenance ſo chang» 
ed that I imagined he was very ill, or had 
heard ſome diſagreeable News; which made 
me aſk him very abruptly what was the Mat- 
ter, and what had obliged him to go abroad 
o early: I have ſo many Things to tell you, 
my dear Count, anſwered he in a melanchol- 
Tone, that I don't know how to explain 
pnyſelf; I could wiſh you were ignorant of 
them, and yet I think it is neceſſary that you 
know them; would to God I could af- 
ford a Remedy to the Evil. In ſhort, I am - 
under a Perplexity which no Words can ex- 
preſs. | 


Tuts Diſcourſe made me ſhake from Head 

o Foot, and I begged he would keep me 
vo longer in Suſpenſe. You love Silvia, re- 
2s ol l - o 
Plied he, you aſked her in Marriage from Dal- 
en. The Miſtery you made of your Love, 


* 
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and the Error I was under as well as you that 
ſhe was his Niece, giving me Ground to hope 
that nothing would oppoſe my Wiſhes, I 
made no Attempt to withſtand the Power.of 
her Charms ; and finding in this Marriage 
the Satisfaction of my Heart, and the Increaſe 
of my Fortune, I made a Propoſal Yeſterday 
to Dallon the ſame with yours, which met 
with no better Reception than your Requeſt 
to him on the ſame Subject. I own that the 
Obſcurity of Silvias Birth gave me great 
Concern ; but leſs amorous than you, and 
unwilling -to engage myſelf in a Marriage 
neither ſuitable to my Quality nor Intereſt, | 
reſolved to deſiſt in your Favour ; fince, not- 
withſtanding the Knowledge of Silvia's Miſ- 
fortune, you ſtill loved her; and to turn my 
Thoughts towards Iſmena, who though not 
fo charming as her Friend, has ſuch internal 
Accompliſhments as render her amiable, and JW 
whoſe Fortune, Silvia being no longer Dal. 
lon's Niece, will render mine opulent and 
ſplendid. | 3 


In this Thought I went to find Iſinena, i 
to whom I declared my Sentiments, and had 
the Pleaſure of finding that ſhe had no Aver- 
ſion to my Perſon ; but that penerated witi@ver 
the Fate of her dear Silvia ſhe could 
reliſh no Happineſs while her Friend wa 
wretched, | 


js tt ., A. 8 SY 


"4 9 


HIichL V charmed with her generous Sen · 
timents, I went out this Morning with a Re- 
ſolution to declare my Intentions to * 

| | wit 


Kg 


with regard to his Daughter, and to make it 
one of my Conditions, that in Conſideration 
of this Marriage his Daughter and I ſhould 
have the Diſpoſal of Siluia; but the barbar- 
ous Man has carried her off this Morning by 
Break of Day, and no body knows where he 
is to conduct her. 


Rn dries. Lf 5 e 
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O ! Heavens ! cried 1, Silvia gone, and 
SE ſhall I no more ſee her! a gloomy Silence 
WE ſucceeding to this Exclamation, I appeared 


like one who had loſt his Judgment and was 


© quite ſtupified. The Marquis did not employ 
his Eloquence to comfort me, but propoſed 
Means to find out the Place of her Retreat, 
E proteſting that he would aſſiſt me with all his 
Power to make this Diſcovery. 


Tuts Manner of entering into my Grief 
pad more Influence, and produced a better 

Mffect than all the reaſoning that he could 
have employed. I aſked him if Miſs Dallon 
was not informed of her Father's Deſign ; 
and upon his anſwering that he had not ſeen 
her, it being too early to demand Admittance, 
WT begged he would go along with me to her 
WHouſe, which he readily agreed to; and we 


vere upon our Arrival directly introduced into 
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ears; and conducting us into her Cloſet, 
me informed us with what Cruelty her Father 
Pad carried off Silvia, without her being able 
to prevail with him to name the Place where 
pe deſigned to put her; and continuing her 


omplaints addreſſed to me, We ſhall ſee 
Y9L & - K this 
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mer Apartment, where we found her all in 


98 The T RAVE ECS of 
this charming Girl no more, ſaid ſhe, and it 
is no doubt to bid you an eternal Adieu that 
ſhe has wrote you this Letter, which I took 
haſtily out of her Hand, and found it con- 
tained the following Words. 


e e b MW 


To the Cot De Saluce. i 


T AM ſcarce allowed Time to aſſure you 
that I ſhall not, while I live, forget your 

' generous Propoſals ; it would perhaps be ne- 
ceſſary for my Quiet that I ſhould loſe the 
Remembrance of them, but Gratitude i; 
dearer to me than my Tranquillity ; and to 
give you the only Proofs that are in nM 
Power, be aſſured that to the laſt Moments WR 
of my Life you ſhall be the only World 
Object of my Thoughts; and that fince Idi 
not deſerve the glorious Title of your Spouſe, fe 
no Mortal ſhall have that of Huſband to th 
unfortunate | | 0 0c. 
SILVIA 


— 


No, no, cried I after reading, either | 
muſt find hers or die; and then addrefling 
myſelf to Iſnena; Pardon, Madam, ti 
Tranſports of a Man in Deſpair, were not 
Dalian your Father, nothing ſhould fave bin 
from my juſt Fury; but my Reſpect for you 
and Friendſhip for my Couſin, prevent the 


Effects of it. My dear Dantin, added I, l. 
. nd 
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not my Grief bring any Obſtacle to your 
== Happineſs, enjoy in Peace the Pleaſure of 
poſſeſſing what you love; as for me, to whom 
Life is become odious after the Loſs of Silvia, 
l will go and wander from Province to Pro- 
vince, viſit every Cloyſter, and if, after all, 
I cannot diſcover where her cruel Tyrant has 
ſhut her up, you ſhall never ſee me more, 
upon which I got up to be gone; but Iſmena 
ſtopping me, No, ſaid ſhe, you ſhall not go 


it impoſſible for you to live without Silvia, 
my Friendſhip and Affection forbid me to en- 
joy Felicities in which ſhe does not ſhare. 
L am the only Cauſe of her Misfortune. My 


thoſe who might come to make their Addreſ- 


rendering her anſwerable for what Nature has 
not thought fit to beſtow upon me, inhuman- 
5 Pl ſacrifices her to my Defects; it is there- 
fore my Bufinefs to let him know the Injuſ- 
tice of his Procedure, and ſince he believes 
that Silvia's Preſence hindered my Eſtabliſm- 
ment, we muſt let him ſee that her Abſence 
Wis ſtill more prejudicial, by forcing me to 
ſtand out againſt what would make me 
happy). by 1 


I dare not flatter myſelf that the Marquis 
Dantin can be truly touched with one of ſo 
little Merit as I can pretend to; but whatever 


has made ſome Impreſſion upon my Heart 
and that if I cannot ſhare with him the large 
0 K 2 Fortune 


without the Marquis. If your Paſſion makes 


Father jealous that her Beauty would conquer 


ſes to me, by an inconceivable Weakneſs, 
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may be in that, I ſhall not deny butthat his 
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Fortune to which I am intitled, none other 
ſhall have a Right to it by a Marriage with 
me ; and yet, notwithſtanding my Inclina- 
tion, and the Hopes with which he flattered 
me Yeſterday, I make no Difficulty of de- 
claring to him that I will never conſent to 
be his Wife, until I ſee Silvia Counteſs of 
Saluce, and that he has aſſiſted you to find 
her out. It is not in your Preſence alone 
that I make this Declaration, my Father ſhall 
no ſooner be returned than he fhall be in- 
formed of my Sentiments, and of the Reſo- 
lution J have taken to retire into a Convent 
the reſt of my Days, unleſs he reſtores to me 
a Friend whaſe Society I prefer to the moſt 
brilliant Fortune, 


IT is not eaſy to expreſs the AdMiration 
which ſuch Sentiments raiſed in the Marquis 
and me. I found ſuch an Eaſe to my Grief 
that I could hearken to Reaſon, and Dantn i 
was ſo penetrated with them, that the Mo- 
tlve of Intereſt, which had at firſt influencei 
him to think of her, was converted into 
Eſteem, and even as violent a Paſfion as i 


Beauty had kindled the Flame, 


Hz threw himſelf ; at her Feet, and, by the 
moſt tender Proteſtations, convinced har that 
without doing him the greateſt Injuſtice, ſhc 
could not doubt of the Sincerity of his Senti- 
ments, but he conjured her at the ſame time 
not to think of retiring, and to permit him to 
wait for her Father's Return, repreſenting 
to her that ſince the Dread alone of my 

ilvia 
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Silvia preferred, had forced him to baniſh 
her from his Houſe, it was to be preſumed 
EZ ſhe would give him no more Umbrage when 
he had a Son-in-law, and that he would not 
WE refuſe to bring her back, or to inform them 
of the Convent into which he had put 

= her „ | 


= Tris Reaſoning was juſt, and foo agree- 
able to //mena's Deſires to contradict it: even 
l approved of it; but the Agitation of my 
= Mind not permitting me to remain at Lyons a 
peaceable Spectator of Dallon's Reſolutions, 
I begged they would permit me to vifit all 
the Cloyſters in and about Lyons, while they 
Jon their Parts were uſing their beſt Endea- 
vours for our common Satisfaction; adding, 
that this Occupation was alone capable to 
diſſipate the gloomy Ideas with which I was 
tormented ; that the Hopes of finding Silvia, 
or to learn News of her from them at my Rar 
turn, would prevent my ſinking under the 
ei Load of my Grief; that I would very ſoon 
rejoin: them, but that it was impoſſible for 
me to live under the Trouble and Perplexity 
into which this Event had plunged me. 
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8 I/mena and Dantin attemptèd in vain to 
retain me, all their Reaſons ſerving only to 
exaſperate my Deſpair, they judged that it 
was better to give me my own way, than to 
expoſe me to ſee Dallon in the preſent Height 
got my Fury; and that, not knowing when 
be would return, it was more adviſeable 
to let me indulge my Impatience, than to 
DR, 3 make 
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miſed to inform them exactly of all the Steps 


What paſſed between Dallon and them; and 


other, and the generous IJnena could not ſee 
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make me languiſh under Expectation. I pro- 


I made, and to give them Directions from 
place to place how to write: to-me ; on their 
Part they promiſed to inform me exactly of 


that not doubting of the Succeſs of their 
Deſign, they were perſuaded that they ſhould 
ſoon call me back to be united to Silvia; af, 
ter which my Couſin and I embraced each 


our Separation without ſhedding Tears. 


As T intended to be gone that very Day, 
Dantin accompanied me to our Lodgings, and 
having ſeen me on Horſeback returned to 
Miſs Dallon, to whom his Heart was intirely 
attached. I was accompanied by two of my 
Servants; and flattering myſelf that my Mif- 
treſs had not been carried out of the Province, 
J made the whole Tour of it, ordering my 
People to go one Way while I went myſelf 
another, and vifited with great ExaCtneſs all 
the Convents and Communities, demanding 
Silvia of all the Abbeſſes and Prioreſſts of 


theſe holy Retreats, without receiving any 


Satisfaction, none of them knowing ſo much 
as her Name, | 


TERESE fruitleſs Inquiries put me into ſuch 


a terrible Deſpair that I reſolved to viſit the 


neighbouring Provinces before I returned to 


Lyons. I had written ſeveral Letters to the 


Marquis Dantin, and this faithful Friend had 
punctually anſwered them; and as his la 


Le tte 
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Letter informed me that Dallon was returned, 
that he was to ſee him next Day, and that he 
had conducted Silvia to a Convent in Au- 
; | wergne, I reſolved directly to go there. 


| NeverTHELEss Dallon, very well ſatif- 


£ | fied with his Journey, and believing that he 


would hear no more of her whom he looked 
upon as an Obſtacle to his Daughter's Eſtab- 
liſhment, returned home with a Reſolution to 
ſpare nothing to make her a Counteſs or a 
Marchioneſs. Miſs Dallon received him with 
W Reſpect, but did not expreſs ſo much Joy 
= upon his Arrival as he could have wiſhed ; 
and being perſuaded that Sz/via's Charms gave 
her Jealouſy, he magnified the pretended Ser- 
vice he had done, in ridding her of fo dan- 


gerous a Rival; and, with a View to render 


her ſtill more terrible, he recounted all that 
had paſſed between us and him; but //mena, 
to whom the Marquis had confeſſed the Incli- 
nation he had felt for that beautiful Maid, and 
had concerted with her what ſhe had to 
ſay, appeared to be unconcerned at this Ar- 
E tifice. I never envied Silbia's Charms, an- 
ſwered ſhe, I was always the firſt to admire 
the Graces with which Nature has favoured 
her, and I ſhould look upon it as a Crime in 
me to be offended at the Juſtice which is 
done to her Merit, it is affronting the Author 
of our Being, - and demeaning ourſelves, not 
to eſteem his Workmanſhip, whatever it may 
be, and to be jealous of Perfections which he 

has not thought fit to beſtow upon us. As 
tor me, who found in Silvia's Friendſhip, a 
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ſweet Conſolation for the Charms which 
Heaven has refuſed me, I regret much more 


the Loſs of her Preſence, than Perfections 
that depend not upon our own Wills: It 


ſeemed to me that the Pleaſure of being loved 
by her lent me Graces; and I find myſelf ſo 
diſagreeable, even in my own Eyes, ſince 
you dragged her from me, that I am aſhamed 
to appear; and therefore, Sir, continued 
ſhe, be not ſurpriſed if I dare make it my 


Requeſt to you that I may have Permiflion : 


to retire into a Convent the reſt of my Days, 
and that a Veil may for ever conceal an Ugli. 
neſs which has made you commit the higheſt 
Injuſtice. 73 


Tk Marquis Dantin loves me, and is to 
ſollicit you to accept of him as a Son · in- law; 
but though his Demand does me Honour, 
and that I have no Repugnance to his Per- 
ſon, I earneſtly intreat of you to refuſe him, 
_—_— formed a firm Reſolution to be a 
Nun. | | 


TRE Merchant's Aſtoniſhment at this Diſ- 
courſe was extreme, and not being able to 
believe either the Marquiſs's Love, or that 
his Daughter would retire from the World, 
he anſwered her with a ſtern Authority, that 
he was Maſter of her Deſtiny, and that he 
Rnew very well how to make her obey at 2 
proper Occaſion; that as for Dantin, when 
he ſpoke to him he would make him a proper 
Anſwer, but that if he had changed his Sen- 
timent, it only fortified him in the Idea * 
| | 1 6 
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he formerly had, that Silvia would have kept 

back thoſe who might have deſired his Alli- 
ance, ſince the Marquis, upon not ſeeing her 
any more, had taken another Reſolution, and 
therefore he laid ſtrict Commands upon her to 
W mention that Girl no more to him. 


I/ſmena, ſatisſied with having made a bold 
Puſh, retired without anſwering, and went 
to wait in her Apartment the Reſult of the 
Converſation which the Marquis was to have 
with her Father. In Effect, this Cavalier, 
preſſed by his Love for Iſmena, and by his 
8 Friendſhip for me, entered almoſt the Mo- 
ment ſhe retired, and when the firſt Civilities 
had permitted him to ſpeak freely, looking at 
8 Dallon with a ſmiling Countenance, you are 
no doubt aſtoniſhed, ſaid he, to ſet me till at 
# Lyons, and I believe you will be ſtill more ſo, 
when you ſhall know that Love detains me, 
Jand that Miſs Dallon is the Object of my * 20 
FE Wiſhes. My Daughter ! interrupted the Me- 
chant with Surpriſe ; did not you tell me that 1 
you loved Silvia? I have ſtill for that charm- 
ing Girl, anſwered he, a perfect Eſteem, but 
no more Love; I have facrificed it in Favour 
of my Couſin, with whom my Friendſhip 
1d, will not allow me to have any. Diſpute, the 
hat Violence of his Paſſion making me judge that 
he it was not fo eaſily to be governed as mine, 
t amy Wiſhes are turned towards the lovely 1/- 
hen ena; her Virtue, Wit, and amiable Cha- 
per Hracter, have kindled a Flame in my Heart 
en- {Yhich: will never be extinguiſhed. In one 
ich Word, I come to aſk her of you in Mar- 
| | riage; 


IS J 9 
_ 7 

4 ty 
; N 
1 

: 

1 

1 

[| 

4 

7 

| 


& 
| 


106 The TRAVELS of 


riage ; I am my own Maſter, and can diſ- i 
poſe of a tolerable Fortune, and tho” not ſo 
conſiderable as yours, I flatter my ſelf that the 
Name which I bear will make amends for the 
Defect of Riches. The Joy of Dallon was 
inconceivable ; he knew the Marquis's Fa- 
mily, and that he could not make a better 
Choice; beſides the Ambition he had of 
giving his Daughter a grand Title, the Mar. 
quis Dantin was preferable, he thought, to me, 
becauſe my Father had conſiderably diminiſhed # 
the Inheritance, by Settlements on his ſecond WF 
Wife. All theſe Reaſons determining hin 
directly, he embraced the Marquis, returned 
him Thanks for the Honour he did him, and |S: 
promiſed that this Marriage ſhould be no longer 
delayed than the neceſſary Formalities which 
are indiſpenſable on ſuch Occaſions, required, 
and to begin with giving him Proofs of hu 
Satisfaction, he conducted him to Iſnendi 
| Apartment, whom he ordered to look upon 
"Kim as a Man who was in a very few Days u 
be her Huſband, : | | : 


Miss Dallon ſaluted them with an Air off 
Coldneſs, and looking at her Father with 
Eyes that expreſſed the melancholy Situation 
of her Mind; I am ſorry, Sir, ſaid ſhe, that 
you expoſe the Marquis to a Refuſal from 
ſuch a Perfon as me. I told you already the 
Deſign I had taken: I have the moſt ſincen 
Eſteem for him, and if I had a Choice to 
make, he ſhould be the Man; but I am te- 
ſolved not to marry, being too unlucky in the 
Attachments of my Heart to give way to 2 
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lloved Silvia, and you have barbarouſly taken 
her from me; I ſhall have no ſooner given 
way to my Inclination for the Marquis, than 

BS you'll find Pretences to break the Ties that you 
have your ſelf formed: My Reſolution is un- 


WE moveable, and ſince it is impoſſible to pre- 


BY vail with you to reſtore to me my Friend, 
that my Tears and Prayers have had no Influ- 
BS ence upon your Heart, don't take it amiſs 
that your Orders have none upon mine. 


5 Dalla was preparing to anſwer, but was 
prevented by the Marquis: The conſtant 
Friendſhip, ſaid he, which you preſerve for 
BS:/via, is to me too favourable an Omen of 
Hour Fidelity to a Huſband, to condemn it; 


4 ow my ſelf to think that your Father will be 
much my Enemy as to refuſe to bring her 
Pack: But, faid Dallon, mad with Anger, 


Wiaze? Am! obliged to take care all my Life 
hot done enough for her? No, replied 1/- 
Favour I aſked you, was, that you would 
ot deprive me of my Friend, and I again 


Wenew it on my Knees ; but if you refuſe 
It, don't hope that the Marquis Dantin, or 


en ny other ſhall ever be 1/mena's Huſband. 


e to . 


Dantin 
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Wand if nothing is wanting but her Preſence to | 
Engage you to render me happy, I can not al- 


hat Buſineſs has that Girl with your Mar- 
pf a Perſon who is nothing to me, and have I 


ena, throwing herſelf at his Feet, . firſt 
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108 The TRAVELS / 

Damin joining with her, begged that he 
would not put a ſtop to his Happineſs upon ſo 
frivolous an Account, promiſing that Silvia 
ſhould be no more a Burthen upon him ; that 
he would take care of her, and even reim- 
burfe what ſhe had coſt him, if he inſiſted 
upon it; giving him to underſtand plainly e- 
nough that, notwithſtanding all his Love for 
{/mena, he would not conſent to her being 
forced to give him her Hand; that he wiſhed 
to owe the Gift to herſelf, and that her Obe. 
dience might not claſh with her Inclination, 
Dallon made new Efforts to be exempted fron IM 
what was required of him, being fill appre- 
henſive that Silvias Return might re- kind: 
the Marquis's Flame, but finding that neither 
the one nor the other would liſten to his Rea - 
ſons, and that he ran the riſk of loſing an i- 
luſtrious Match for his Daughter, he at lai 
yielded, and promiſed that their Contrada 
ſhould be no ſooner ſigned, than he wou D⸗ 
give orders to have Silvia ſent back to him. - pin 


ee e n wy Fa r HO EIS Fore, 5 
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Iſmena charmed that her innocent Stratagen { iro, 
had ſucceeded, returned her Father a thou» 
ſand Thanks, and aſſured him of her Obe to 
dience. The Marquis, who inclined that tThar 
Effect of his Promiſe ſhould not be retarde(W19 | 
intreated him to fend for 3 whiciWtho? 
he accordingly did: The Articles were dra» War 
out without Difficulty on either Side, and i Hopi 
the Evening the Parties concerned ſigned tit Dall 
Contract with an equal Satisfaction, whicWeelve 
was ſcarce terminated when Dantin - mad 
Dallon take Pen in Hand to execute his wy 
mi 


FI, 
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miſe; both Iſmena and he declaring that the 
Ceremony of their Marriage ſhould not be 
zerformed__ but in Preſence of Silvia. As the 
Marquis was now tied, and that he ſaw no 
more Danger of her carrying off Sons-in-law, 
he did not require much Intreaty, the rather, 
becauſe he had cauſed to be inſerted in the 
Contract, that IJſinena and the Marquis ſhould 
take charge of this unknown Girl, and ſhould 
diſpoſe of her as they thought proper. 


= Tus Letter was diſpatched, and the Mar- 
£ quis learning by it the Convent into which 
= Dallon had put her, wrote that Moment to 
inform me where ſhe was, and of every; en 
chat had paſſed. It was then that 7/mgna : 
he abandoned themſelves to the Pleaſure of 
ſeeing, loving, and telling reciprocally their 
tender Sentiments without Interruption: But 
a while they believed that the End of every 
35 . : | 4 . 
Day approached them to that of their 1 . 


pineſs, ſtrange Things were paſſing in Au- 
rergne, and having no Anſwer from me, nor 
from the Convent, they became uneaſy.” 1/ 
ens had wrote a moſt affectionate. Letter 
del to her Friend, intreating her to come and 
ta ſhare in her Fortune and Happineſs, but got 
10 Return; this Silence alarmed, them, and 
na cho! Dallon preſſed them to conclude: their 
Marriage, they delayed it a Month 101 er, 
d hoping that I would return to Lyons. In fino, 
th Dallon, who concealed the News he had re- 
hid eeived, for Fear of afflicting them, wearied 
nalfwith their Delays, ſhewed them a Letter 
Pro Vol. _ L from 
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1 The TRAVELSof | 
| from his Kindſwoman the Prioreſs, bywhich ſhe 


— 6-4 


— ns 


with Grief and Mourning the Hearts of thoſe 


informed him of Silvia's having periſhed in a 
terrible Fire that had conſumed the Convent, 
and which had raged in ſo cruel a Manner 
that 'the greateſt Part of her Nuns had been 
burnt, the whole Building almoſt deſtroyed, 
and ſhe herſelf obliged to ſeek a Sanctuary in 
a Convent of Saint Flour, from whence ſhe 
. ß 
T is impoſſible to imagine the Grief of 
Tſmena and the Marquis, and judging that! 
muſt have been informed of this fatal Acci- 
dent, ſince they did not hear from me; Dan 
tin reſolved to go in Queſt of me, but as it 
was no longer poſſible 'to elude a Marriage 
which they all deſired with an equal Ardour, s 
and that eee Not have allowed him 
to go without Solemnizing it, the Cere- ti 
mony was erte Gude b after this 
melancholy News, without ay Pompor Mag- ; 
nificenoe. Iſmena being inconſolable and the W 
Marquiſs's Satisfaction not at all perfect, by I 
the Trouble into which the Abſence of 1 
Man, whom he looked upon as a ſecond Self, 
and the Melancholy of his Spouſe gave him; 
he conſented without Difficulty to her Intrea- 
ties for his going to Auvergne and enquiring 


A 


himſelf if it was true that Silvia had real] 


periſhed, arid what was become of me. 
” 1 8 1 1 3 93 * 8 ; 2 1 
Writs the News of $i1via's Death filled 


$ . 


who intereſted themſelves in her Fate, while 
Madam Dantin paſſed the Days and Nights 
| | in 


- 
Ds 


Mademoiſelle de Richelieu. 11x 
in regreting her; and the Marquis was in 
Queſt of me to prevent the Effects of my 


Deſpair, and while I was ſeeking every where 


the Object of my Wiſhes, the charming Silvia 
had eſcaped the Danger, but not without great 
Trouble. VVV 


Tuo' ſhe had entered the Convent with 
leſs Pain than ſhe immagined to herſelf, and 
that the firſt Days of her Retreat ſeemed to 


World, they were no ſooner over, and the 
Z alluring Officiouſneſs which the Nuns affect 
for new Comers was ſcarce ceaſed, than, as 
it were come to herſelf again, ſhe perceived 
that all her Courage was only a kind of 
I Stunning occaſioned by her Misfortune, and 
not the Effect of a ſolid and durable Reſolu- 
tion. The ſweet Society of an affectionate 
Friend; the Eaſe and Plenty which ſhe but 
5 juſt left, the Liberty which ſhe enjoyed, 
and above all my Image which ſhe could not 
& raze out of her Heart, attacked her with 


not obtain the Victory. The Cloiſter then 
appeared the moſt terrible of all her Mif- 
E fortunes ; her Piety was even terrified with 
the Danger of coming under Vows in the 
E preſent State of her Ming, conſumed with 
a2 Paſſion which Obſticles only increaſed, 
i & tormented with the Miſtery of her Birth, and 
led ſenſibly piqued to be under the Neceſſity of 
ole receiving Aſſiſtance from a Stranger, ſhe found 


hile WW herſelf ſo remote from the eminent Virtue 


guts which a Soul Devoted to Heaven ought to 
i „ poſſeſs 


promiſe her an abſolute Detachment from the 


ſuch reunited Force that all her Reaſon could 
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112 The TRAVELS 


zoffeſs, that ſhe could not but tremble at the 
houghts of an involuntary Choice. 


Tusk melancholy Reflections were not 
the only Subjects of her Diſtaſte to the reli- 
gious Life, other Motives joined to difturb 
her Vocation. She knew that the whole Con- 
vent was informed of the Misfortune attending 
her Birth, and perceived with Grief that, 
notwithſtanding her Talents, they did not 
regard her as they did thoſe who brought 2 
Portion: But what touched her moſt was to 
learn from the Prioreſs that Dallon had ſettled 

nothing upon her by way of Penſion, and that 

it {till depended upon his Pleafure to abandon 

her intirely. This hard-heartedneſs, after ha- 
ving brought her up and flattered her with 

Hopes ſo different, determined her to declare 

that ſhe would not be a Nun, and that the 

Merchant being nothing to her, and doing no- 

thing for her, it was not in his Power to con- 

Kine her in that Houſe rather than another, 
and that if he pretended ſhe ſhould remain in 

it, he muſt make good his Promiſe, in ſettling 

a Penſion upon her. The Prioreſs, who had 

agreed in private with him for a- ſmall Sum 
once paid, and who had already received it, 
anſwered in a ſcornful Manner, that it was 

ſurprizing a Girl without Name, without 

Relations, or even a Place of Abode, ſhould 
pretend to give Laws to thoſe who had the 
Charity to bring her ſrom nothing to a happy 
Situation, and therefore commanded her in a 

haughty and imperious Manner, to ſubmit 
with a good Grace to her Deſtiny ; threat- 
1 | | ning 


* 


ning to tranſport her to a Community leſs 
honourable than. hers if ſhe made the leaſt 
Reſiſtance to what was required of her. Sil- 
via was extremely mild and patient, but ſhe 
bad a noble Soul, and juſtly offended at ſuch 
2 Diſcourſe : No Body knows better than J, 
EZ ſaid ſhe looking at her with an Air of Con- 
EZ fidence, the meanneſs of the Sacrifice which 
I ſhould offer to God in devoting myſelf to 
his Service, and the firſt Reaſon that diſſuades 
me is that I don't think myſelf wortby, but 
I my Virtue is not ſufficient for fo grand an 
Action, it is however too pure to be thug 
reviled, and retiring the Moment ſhe had pro- 
EZ nounced theſe Words, ſhe left the Prioreſs 
as much ſurpriſed at her Reſolution, as per- 
plexed how to keep her, having engaged her- 
= ſelf to return the Money ſhe had received, if 
@ ſhe refuſed to take the Vail. 


force her, Silvia gave herſelf intirely up to 
E Grief, The Horror of her Situation preſented 
itſelf in ſo lively a Manner to her Mind, that 
ſhe was more than once tempted to write to 
the Count, and to have Recourſe to his Love 
for her Liberty: But ſoon condemning this 
Thought as a thing contrary to the Strictneſs 
of Modeſty, it made her bluſh, and fortify- 
ing herſelf in the Reſolution ſhe had taken 
to keep him ignorant of her Fate, and to 
die rather than to yield to the impulſe of her 


* 

*26534 

Hr 
1 


towards the Almighty, who can alone ſubdue 
the greateſt Obſtacles, and protect the wretch- 
L 3 | ed; 


Wears this Lady was projecting how to 


Inclination, ſhe turned her whole Thoughts * 
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ed; and as her Averſion to the monaſtick 
Life did not hinder her from being really 
pious, ſhe remitted to his providence the Di- 
rection of her Deſtiny, This reſignation 
calmed the Agitations of her Mind, and per- 
ſuaded that Heaven would not abandon her, 
and would be a Light to her in the midf 
of ſo many Obſcurities, ſhe expected from 
its goodneſs what her Virtue would not ſuffer 
her to expect from Men. She was in theſe | 
commendable Sentiments when one Night 
that the whole Community was in a profound 
Sleep, and that her Thoughts kept her alone 
awake, ſhe ſaw all her Cell in a Flame, 
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WHar ever Indifference Misfortunes may 
wive us for Life, it always becomes dear to 
us at the Approaches of Danger, and the Per- 
fon who in the Height of his Miſery, looks 
upon Death as an Advantage, has it no ſooner 
before his Eyes, than he looks upon it as the 
moſt terrible of his Misfortunes, and ſeeks to | 
avoid it with far greater Haſte than he deſired 
it. The charming Silvia experienced this 
Truth. Frightened at the Sight of the Flame 
with which her Chamber ſeemed to be ſur- 
rounded, ſhe quickly put her Arms into 2 an 
looſe Gown, opened her Door, croſſed a 
Gallery, which the Fire had already reached, ter 
and made her Eſcape into the Garden, where wi 
ſhe was ſcarce got when ſhe heard the loud Nit, 
Shrieks of the Nuns who confounded with at 
this fatal Accident were running up and down Sub 
without knowing what they did, ſome ol} ent; 
them in their Smocks and others of * the 
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half dreſſed. The Night was extremely dark, 
and theſe unfortunate Women were only di- 
refed by the Flames that conſumed their 
Houſe. Silvia's Cell was the firſt burnt, 
and the Wind, extremely boiſterous, favour- 
ing the Impetuoſity of the Fire, it ſoon reach- 


ed every Part of the Building, and preſented 


a moſt horrid Spectacle; penetrated with a ſin- 
cere Compaſſion, ſhe was imploring the Aſſiſt- 
ance of Heaven for ſo many wretched Creatures 
ready to periſh, when ſhe heard Perſons run- 
ning towards the Graden Gate which opened 
to the Fields, and judging by the Alarm- 
Bell that the Prioreſs had ordered all the Gates 
of the Convent to be opened, to let thoſe 
enter who came to give Aſſiſtance; puſhed 
by ſome unknown Motive, ſhe reſolved to 
take this Opportunity to make her Eſcape, 
and perceiving ſeveral People going out at 
that Door, ſhe followed the Croud, and with- 
out thinking what was to become of her, 
nor where ſhe directed her Steps, ſhe walked 
the greateſt Part of the Night without ſtop- 
ping. Fear gave her Strength, and ſhe thought 


choly Abode. The Cries of its Inhabitapts, 
and the throwing down Part of the Build- 
ing to fave the reſt, reſounded in ſuch a 
terrible Manner that her Ears were ſtruck 
with it all the Time that ſhe was running from 


at the Break of Day ſhe foung hetſelf in the 
entered, a Siſter of the Hoſpital was-openiz 


the Gate of that Sanctuary for the Sick, 
[+ 99 | Silvia 


ſhe could not retire too far from this Melan- 
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it, which made her ſo haſten her Pace that 


Suburbs of the Town of Saint-Flour.. As ſhe © 
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116 The TRAVELS of 
Silvia perceived her, and being very much 
fatigued went up to her and begged that ſhe 


would allow her to repoſe ſome Hours in 
the Houſe. 


- Taz Youth and Beauty of our Fugitive 
as well as her Dreſs ſo ſurprized the good 
Siſter, that ſhe looked at her a conſiderable 
Time without anſwering, but perceiving that 
ſhe was uneaſie and much caſt down, ſhe at | 
laſt began to ſpeak with an Air of Sweet- 
neſs ; don't imagine faid ſhe, taking her by 
the Hand and conduQting her into the Houſe, 
that I heſſitate to grant your Requeſt ; the 
Aftoniſhment under which I am to ſee, at ſuch 
an Hour and in ſuch a Condition, a Perſon 
of your Appearance is the only Cauſe of my 
Silence; ſome great Misfortune muſt have 
happened tha es you expoſe yourſelf in 
this Manner. 4 


Ir is true, anſwered Silvia ſhedding Tears, 
that none is more to be pitied than I. The 
charitable Siſter, moved with theſe few 
Words, gently ſqueezed her Hand, con- 
duQted her to her Chamber, and obſerving 
that ſhe could ſcarce ſupport herſelf, made 
her lie down in her Bed; and having left her 

a Moment, returned with a Poringer of 
Broth, and afterwards embracing her tender- 
ly: My dear Child, ſaid ſhe, take the Reft , 
that is neceſſary for you, endeayour to forget 
what may@iſturb it, you are here in Safety, WF 
no Mortal can interrupt you; I will go and NI 
do the Duties of my Imployment, and will 
12 | come 
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come back ſome Hours hence to know how 


fidence in me, TI ſhall perhaps find a Reme-» 
dy for what afflicts you; God takes many 
= Ways, my Child, to give us Proofs of his 
Providence; give yourſelf intirely up to him, 
and conſider that there are no Misfortunes 
from which he cannot extricate us, when we 
place our Confidence in him. 


8 2% 3 2 
r 5 2 E 1 
E e 2 
” 6 2 3 r 
VTV 


AFTER this wiſe and pious Exhortation 


cout ſoftly, and left her at Liberty. The 
lovely Silvia who made had her Tears expreſs 
her Gratitude to her charitable Benefactrix, 
was no ſooner alone than ſhe returned Thanks 
to Heaven for her having fallen into ſo good 
Hands, judging that it was neceſſary to con- 
cäeal nothing of her Situation, ſhe reſolved to 
inform her fully of it, and to act by her Ad- 
vice: In this Thought, and perceiving her 
T1 _ leſs diſturbed, he compoſed herſelf to 
Rs | 


* GREATLY fatigued with having paſſed ſo 
many bad Nights, and particularly the laſt, 
it was late before ſhe awoke. The compaſ- 
ſionate Nun had come ſeveral Times to make 


3 


her take ſome Nouriſhment, and having al- 
ways found her aſleep, ſhe waited patiently 
till ſhe ſhould open her Eyes, extremely cu- 
rlous to know by what ſtrange Adventure a 
1 Girl ſo charming had been reduced to the 
oo Neceſſity of aſking Sanctuary from her. She 
was under this Anxiety when Silvia 2 

9 9 Who 


you are, and if you will have an intire Con- 


ſhe ſhut the Bed and Window Curtains, went 
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118 The TRAVELS of 
who percciving her at the Bedſide, began to 
expreſs her Gratitude for her generous Care, 
begging ſhe would continue her Goodneſs by 
afiſting her with her Advice. 


Tx charitable Siſter, dazzled with the 
Beauty which Reſt had reſtored to this charm- 
ing Girl, and prepoſſeſſed with a Friendſhip 
which it was impoſſible to refuſe her, aſſured MW 
her that ſhe would not limit her Attentions 
to fimple Advices, but that ſhe might depend 
upon her Service in every ReſpeR as a Mo- 
ther, conjuring her to inform her of her 
Misfortunes, and to fear nothing from her 
Indiſcretion. | 
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Canpovk and Sincerity were ſo viſiby Mt 
painted in her Countenance, that Silvia not __ 
in the leaſt miſtruſtful, faithfully related hei 1 
Mis fortune, concealing nothing of her Ad- 
ventures, except what regarded me, whoſe 
Name ſhe did not ſo much as mention. You 
ſee, Madam, continued ſhe, of what Con- 
ſequence it is to me to be well adviſed. With-W# 
out Parents, without Protection, I know that © 7 
the Convent is what is moſt proper for me 
and tho? I have no Inclination to be ſhut vp in 
a Cloiſter, T make no doubt but my Reaſouſ = 
would get the better of my Averſion, if n 
could be admitted as others; but having nnd 
Portion to offer, what Houſe would receiv 
me? To return from whence I came ther 
is no Likelihood, after the abuſive Threats of 
the Mother Prioreſs, and the little Satisfaction 
I had while in that Convent, To | 
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A would be equally ridiculous to * Re- 
courſe to Dallon in my Misfortune, ſince it is 
but too viſible that he only wanted to get rid of 


h my Fate afterwards, and that he would do no 
more on this Occaſion than on the firſt, I 
am perſwaded that {ſmena his Daughter 


Caſe known to her; but I confeſs that 
I cannot think of returning to Lyons, after 
what has happened. Beſides, my Friend is 
not yet her own Miſtreſs ; and if her Father 
came to know that ſhe affiſted me, or diſco- 
vered my Retreat, he would er _ 
3 Force to get me out of the Way. - 


No, my der Child, anforered Ny 

Siſter, you muſt neither return to your Con- 
vent, nor ſeek Aſſiſtance from any Perſon 
concerned in Dallon, ' Suppoſe you had an 
WInclination” to return to the Convent, you 


nad Accounts of the Fre which you mention. 
7 The *Prioreſs and her Nuns are removed to 
St. Flur, ſome of them are with their Friends 
and others in the Convents of the Town. 
All the Lay-women and Boarders who were 
in the Convent, are ſpread up and . 

we T End ſeveral of them periſhed in the Flames 
. and they believe you to be among the Num- 
Per of the dead by: the Report that prevails of 
che Fires beginning i in the Cell of à young 
oſtulante; in which ſhe was conſumed," be- 
Pc the Nuns were alarmed, being the moſt 
TOLL expoſed 


[ me, without troubling his Head what might be 


would not abandon me, were I to make my 


could not be received, for we have juſt now / 
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to change your Name to prevent your being 
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expoſed by the Proximity of that Chamber to 
the Bake-houſe where the Fire firſt began; 
and therefore I believe it will be your Inte- 
reſt to take the Advantage of this Error, and 


called upon * the Prioreſs, and to ſecure you 
againſt the Defigns of Dallon; if this be 
agreeable to you the next Thing I would pro- 
poſe is, to place you about a Lady,. whoſe 
Piety, Rank, and Virtue, will be of greater | 
Aſſi to you than any Thing I can think 


Tre Counteſs of AZrelle, added ſhe, 
which is this Lady's Name, is a Widow re- 
tired about a Month ſince to a Country Seat ye 
about two Leagues from this. Her Houſe ij wi 
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as regular and orderly as a Convent; no Pride in 


no Oſtentation, nothing but what is agree- fie 
able to the ſtricteſt Decorum and Decency ta 

be ſeen within her Gates, and her greatest, 
nay her only Pleaſure is to aſſiſt the wretched; ¶ upc 
ſhe only ſees her deceaſed Huſband's Rel - tha 


tions and a few particular Friends, but fo ſel- Ah 
dom that not to be eh alone ſhe is re: ¶ of t 
ſolved to ſeek out a proper Perſon for a Com- 


panion, on whom ſhe will beſtow her Friend- 
ſhip and a Share of her Fortune. As ſhe is 2 ſwer 
great Benefactrix to our Houſe, and that I Cha 
am appointed to receive what ſhe is pleaſed to the 
beſtow upon us, ſhe laid her Commands on me; 
me to look out for ſuch a Perſon as ſhe de: ¶ ſeſſec 
ſires; good Senſe and Virtue are what ſhe] ſeei 
demands, reſerving to herſelf the Care of that 
every thing elſe. . 1% 6% 24 
bogus - HowE VER, 
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HOowE VER, as I imagine that one is ſtill 
more regarded when they can tell what they 
are, I am of Opinion that you muſt not ap- 
= pear there as a Perſon unknown to yourſelf, 
and without aſſuming vain Titles, you are 
only to take that of Orphan of honeſt People, 
whom Fortune had deprived of the Means of 
putting you in a Way to ſubſiſt after their 
Death; by this Expedient we ſhall excite 
EZ Compaſſion, without being liable to be de- 
ſpiſed; and I am confident that the Counteſs 
will ſoon put you in a Condition to have no 
© Occaſion for any body's Aſſiſtance. This is, 
my dear Silvia the beſt Advice I can give 
vou; the Counteſs puts Confidence in me, I 
will preſent you to her, and recommend you 
1 I ſuch a Manner that you ſhall be fati(- 
fied. 6 
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lx is impoſſible to expreſs Silvia's Joy 
upon this Propoſal ; ſhe was ſo tranſported 
that ſhe clafped her Benefactrix in her Arms: 
Ah! Madam, ſaid ſhe, how ſenſible am I 
of the Effects of Providence, in the Care it 
m- has taken to conduct me here, and what 
u- Thanks do I not owe you ? My Child, an- 
ij ſwered ſhe returning her Careſſes, though 
it I Charity ſhould not prompt me to aſſiſt you, 
to the Friendſhip I have for you would force 
on me; your Youth and Beauty have prepoſ- 
de- ſeſſed me in your Favour, and the Dread of 
ſbeſeeing you expoſed to greater Dangers than 
> oi that which you have now eſcaped, made me 
once think of preſerving you from them. 
Vol. I, Perhaps 
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Perhaps the Averſion you have for the Mo- 
naſtic State proceeds from. the Permiſſion of 

Heaven, which deprives you of the Means of 

being a Nun, with a Deſign to reſtore you 

to your Parents. In fine, I have a Sort of 

Prophetic View of a thouſand Advantages 

that will redound to you from being with the 

Counteſs de Mirelle, I am to go to her 

Houſe after To-morrow in a Coach which 

ſhe ſends me, and you ſhall accompany | 
me ; fo make yourſelf eaſy and have Pa- 

tience. 


Silvia reiterated her Thanks, and they [+ ” 
both agreed that ſhe ſhould give herſelf out 

for a Merchant's Daughter in the Neighbour- 
hood of Auvergne, who having failed, had left 
her without the leaſt Support, or Relations 
capable to aſſiſt her; that having no Mother, 
and not knowing what Courſe to take, ſhe 
had formed a Deſign to be one of the Charity 
Siſters in the Hoſpital of St. Flour, to which 
Place ſhe had come with that Intention ; 
and that having addreſſed herſelf to Siſter F. 
Martha, the Name of her Benefactrix, he 
had diſſuaded her from it, finding her too 
weak and delicate for the Work of that 
Houſe, anc had deſtined her for the Counte | 
de Mirelle. Having thus concerted their 7 
Meaſures, Silvia directly changed her Name 
to that of Cali. wo! ; 


nr 8 . 
bu > „ 


| S15TeR St. Martha, animated by a Spirit 
of Charity, which rendered her attentive to 
the minuteſt Things, refleQing that * 

140 
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had ſaved nothing from the Fire but the 
Gown' which ſhe had upon her, cloathed her 

with the Garments of a Stranger who- had 
died at the Hoſpital, and who had no other 

Reafon for coming there but to be better taken 
Care of, and who at her Death had made her 
a Preſent of her Cloaths and Linnen, as an 
Acknowledgment of her Care and Services; 

which put it in Siſter St. Martha's Power 
to equip the new Caliſta in a genteel Man- 
ner, and to provide her with Neceſſaries. | 


Tris charming Girl was at a Loſs to find 
> Terms to acknowledge ſuch Generoſity; and 
the Siſter on her Part racked her Invention 
to prove the Eſteem ſhe had conceived for 
ber. In fine, mutually charmed with one 

another, they paſſed the two Days they had 
to remain together with an equal Satiſ- 
faction. | 


= SISTER Sf. Martha perſwaded that ſhe 
could not make the Counteſs de Mirelle a 
more acceptable Preſent, waited with Impa- 
tience the Moment of preſenting Caliſta to 
her; and ſhe on her Part, flattering herſelf 
that ſhe ſhould find about this Lady a Sanc- 
tuary againſt Adverſities, and live unknown 
to the Count de Saluce, did not defire it leſs 
than her BenefaQtrix, the Picture which ſhe 
= conſtantly repreſented to her of the Counteſs, 
the Encomiums which ſhe made on her Vir- 
tue, and the Retirement in which ſhe lived, 
appeared to agree ſo well with the Situation 
of her Heart, that ſhe already formed a thou- 
M2 fand 
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ſand flattering Projects of Tranquillity, hop- 
ing that the Example and Piety of Madam 
de Mirelle, whom St. Martha repreſented 


| ſtill young and handſom, would bring her 
4 Reaſon to triumph over a Paſſion which could 
5 never be happy. I 

= THis Lady's Coach not having failed to 
= come at the Hour appointed, they ſet out to- 
| gether in it; and the Coumteſs was no ſooner | 
my informed of its Arrival than ſhe advanced, 
0 according to Cuſtom, to receive St. Martba; 
4 but perceiving that ſhe was accompanied by a 
Wit Perſon in a ſecular Habit, whoſe ſurprizing 
i Beauty ſtruck her, ſhe abridged her uſual 
1 Civilities, and aſked her haſtily who this 
10 charming Perſon was. St. Martha, who had 
|| directly perceived her Admiration upon the 
8 Sight of Cali/ta: It is, anſwered ſhe, Ma- 
Wil dam, a Preſent which I take the Liberty to 
. offer you, I ſhall not pretend to extol her 
Wo. external Charms, you ſee them, theſe are 
1 Advantages of which we ought. to make ſo 
9 ſmall Account that I paſs them ſlightly over; 
5 but I can aſſure you that her Wit and Mo- 
| deſty far ſurpaſs her Beauty, 
Wil. AFTER Which ſhe told her what Silvia 
"8 and ſhe had concerted, and painted out her 
1 Situation in ſo lively Colours, that the Coun- 
1 teſs, whoſe Eyes were conſtantly fixed upon 
1 her, and who was extremely moved, could 
| not reſtrain the Tears that forced their Way, 
'F and came trickling down her Cheeks, 
i\ i | 
bh [ Tas 
» 

i 


Mademoiſelle de Richelieu. 125 


TE fair Caliſta (who had been no lefs 
moved in accoſting her, and who by ſome 
unknown Power, which ſhe attributed to her 
Timidity, felt herſelf penetrated with a Re- 
ſpect that no other Perſon had ever raiſed in 
her) perceiving how ſhe was moved at Siſter 
St. Martha's Diſcourſe, threw herſelf at her 
Feet, and embracing her Knees with a Tranſ- 
port which it was not in her Power to re- 
ſtrain: Yes, Madam, faid ſhe, you ſee be- 
fore you an unfortunate Creature, who comes 
to implore your Pity, and to beg Permiſſion 
to conſecrate all the Moments of her Life to 
your Service. . 


1 | Tarrsst few Words accompanied with the 
2 Graces which ſhe:knew how to diffuſe in her 
2 moſt ſimple Actions, finiſhing the Conqueſt 


ing Caliſta, anſwered ſhe claſping her in her 
Arms, what Heart eould be ſo barbarous as 
to refuſe ſuch a Treaſure? For my Part, I 
accept of it as a Gift from Heaven, and ſo- 
lemnly promiſe to uſe all my Endeavours to 
= preſerve it. 7 1 


thouſand tender Kiſſes. Caliſta received them 
on with Tranſport, Streams of Tears flowed 
11d from the Eyes of both, and they could not 
„part. The good and pious Martha charmed 
to perceive this ſudden mutual Friendſhip, 
which ſhe attributed to the Effects of a ſimpa- 

E M 3 thetic 


of Madam de Mirelle's Heart: Oh! charm- 
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I x pronouncing theſe Words ſhe hugged 
her ſtill cloſer in her Arms, and pave her a 
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aut ever pronouncing one [ſingle mortifying 


— 
— er 22 — 


thetic Virtue, excited by the Conformity of 


their good and chaſt Inclinations, bleſſed, in 
ſecret, the Thought with which ſhe had 
been inſpired, and mingled Tears of Joy 
with theirs, for having ſo well ſucceeded in 
her Deſign, 


Maran de Mirelle loaded ber wit 
Thanks, and proved her Satisfaction by aug- 


menting her Benefactions to the Hoſpital ; ſte ü 


obliged her to ſtay Dinner, and the beautiful 
Caliſta, whom the Preſence and Careſſes of 
the Counteſs had recovered from all her Me- 
lancholy, diſplayed ſo much Wit and Mo- 
deſty, that the Counteſs could not enough 
admire her; and far from imitating thoſe 
who accompany Favours with Expreſſions of 
Compaſſion more offenſive than charitable, 
and who only pity the wretched that they 
may the better make them feel the Weight 
of their Miſery, and the Conſequence «i 
what they do to extricate them ; ſhe render- 
ed Thanks to Heaven for having made Choice 
of her to terminate that of Caliſta, and with- 


Word, ſhe made it her whole Buſineſs to 
comfort her, by repreſenting that Afffictions 
were but for a Time; that ſhe flattered her- 
ſelf this Day would prove the Period pre- 


ſcribed to hers, and that ſhe begged of her P 
to baniſh them all from her Memory, that ſhe 
might the better ſhare in the Pleaſure which E 


ſhe herſelf felt, to have her as a Companion 
of her Solitude, 
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80 much Generoſity and Goodneſs could 


not miſs to augment in Silvia's Heart the ex- 
treme Tenderneſs which fhe had at firſt felt. 
Siſter St. Martha paſſed the Day with them, 
and in the Evening the Counteſs's Coach re- 
conducted her to the Hoſpital. Califa at 
parting renewed her Thanks, expreſſing a 
great Regret that ſhe had no better Proofs to 


give of her Gratitude for all her Favours than 


meer Words, My dear Child, anſwered 
2 ſhe, I find my Recompenee in the Pleaſure 
of ſeeing you ſheltered from the Misfortunes 
oſ Life; and the Generoſity of the Counteſs 

has overpaid a Service in which Intereft had 
no Share: You cannot be better than where 
©: you are, fince you are not in a Convent 
endeavour to keep yourſelf in this Houſe ; 
Madam de Mirelle has no Children, and is in 
ga Condition to do a great Deal for you: I 
perceive that the firſt Glance of the Eye has 
„decided in your Favour, and that your 
e Heart correſponds with hers; endeavour to 


5 complaiſant Behaviour 7 and always depe nd 
upon my Friendſhip, POR nl 


5 e y 
Ow r PONY INS > 


Caliſta aſſured her that ſhe would have no 
© Difficulty to follow her Advice ; that the 
© Counteſs had inſpired her with Sentiments of 
be Love and Reſpect, till then unknown to her; 
ich that ſecret Ties ſeemed to bind her to her; 
jon and that by a Happineſs ,which ſhe could not 
too much admire, ſhe found herſelf in this 
Houſe as if ſhe had been in it all her _ 
1 1 he 
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link them more and more by a diſcreet and 
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with ſo many Marks of Tenderneſs, that 


were not long before they mutually diſcovered | 


128 The TRAVELS ef 
The kind Siſter . St. Martha bleſſed Heaven 
and then took the Road to St. Flour. 


Wau the Counteſs found herſelf alone 
with Caliſta ſhe renewed the Aſſurances of 
her Friendſhip ; and calling for her Women 
and other Domeſtics, commanded them to 
ſerve and ſhew her the ſame Reſpect as they 
did to herſelf ; and, being deſirous to haye 
her always near her, ordered the Apartment 
next to her own to be prepared for her, into 
which ſhe could enter by a Door at the 
Back of her Bed; and the very next Day the 
gave her in Cloaths, Linnen, and Jewels, 
all that was neceſſary and agreeable to a Per- 
ſon of her Age, accompanying her Preſents 
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Caliſta preferred the Manner of beſto wing to 
the Things themſelves. "Theſe two Perſons 


in one another Qualities worthy of their 
Admiration, and the moſt perfect Eſteem ſoon 
followed upon the: ardent F nen that they 
bad at firſt felt. 3s ; 


Ix ſeemed by their nder Balea the 
Reſemblance of their Sentiments, and the 
Conformity of their Thoughts, that they had 
been deſtined to live together. The Countels Þy 
had a great Share of Wit, Reading, and De- 
licacy: Caliſta was nothing inferior, 2nd 
the amiable Talents which ſhe poſſeſſed being 
joined rendered her Society charming. Ma- Rho 
dam de Mirelle played a little on the Kant. : iy 
col; and the beautiful Cala, who * . 6a 


Mademoifelle de Richelieu. 129 
it in the laſt Perfection, made her often paſs 

many agreeable Moments, by accompanying 
on this Inſtrument the admirable Voice which 
Nature had beſtowed on her. Nevertheleſs, 
notwithſtanding their reciprocal Tendernefs, 
their Confidence was not as yet arrived at the 
Point of mutually declaring the Secrets of 
their Hearts, not but they both of them had a 
very great Deſire to do it. 
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Caliſa who had often perceived that the 

> Counteſs ſighed, and even ſhed ſome Tears 

when ſhe looked at her, would have willingly - 
known the Caufe, and imagining that by 

making a full Diſcovery of herſelf, her Sin- 
cerity might induce her to be free, ſhe was 
every Moment upon the Point of declaring 
the Truth of her Birth, but a timorous reſ- 
pectfulneſs which ſhe could not conquer, ſtop- 
pee _ Mouth the Moment ſhe intended to 


r A 


2 Her Circumſpection went even ſo far, 
that perceiving Madam de Mirelle never 
ſpoke of her Family, ſhe durſt not inform 
pberſelf of what concerned her, ſhe only 
knew by ſome incoherent Diſcourſes of her 
Women, that ſhe was a Widow, and that 
for Reaſons which ſhe herſelf alone knew, 
e: he did not go by the Name of her late Huſ- 
nd band, that of Mirelle being the Name of an 
ng Estate; that ſhe was extremely rich, and 
la- though not above Thirty-eight Years. old and 
. ill beautiful, ſhe had reſolved not to marry 
ed gain, and had retired from Diverfions and 

ü | | Company 
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130 The TRAVELS of | 


ciſes of Piety and Charity. 


from them; but it appeared ſo ſingulay that 


Company to live in the Country in the Exer: 


As Caliſta heard theſe Things but col. 
fuſedly, and according to the Occaſion 
which gave her Women Opportunities to 
converſe about them, and not daring to queſ- 
tion them, ſhe had learned nothing farther 


this Lady ſhould prefer the Name of an Eſtate i 

to that of her Huſband, and that for fifteen 01 
Days ſhe had been with her not a Mort * 
had come to viſit her, her Curioſity about 1 
the Counteſs increaſed every Minute, wo th 
on the other Hand believing herſelf ſufficien: N 
ly informed about Caliſta, no Suſpion trouble I 
her upon this Head; but not being free d a 
VUneaſineſs upon other Subjects, all her Mo- 

ments were not calm and peaceable, eve, 

Caliſta had recalled to her Memory Thing? 
which always renewed her Grief ; and tho 
ſhe might have ſoftned them by laying ba 
Heart open to her Companion; yet as the 
contained a Miſtery fo dangerous to be brought 
to Light, the was forced to bury it in Me 
lence ; and it was this perpetual Conftran 
that made her often ſigh, and forced Tea 
from her Eyes, which Caliſta had frequent 
Lo 7 


Tris lovely Maid, who notwithandin 
all her Reſolutions, could not altogether foi 
get me, and who nouriſhed in the Bottom ji 
her Heart a Paſſion the more pungent 3s | 
was not diſſipated by any Object, having f. 
ni) Opportuni'F 


& Mademoiſelle de Richelieu. 131 
f E of conferving with any body 
who might combate her Weakneſs, would 
h ye willingly diſcovered it to Madam de 
relle, in order to find in her Counſels the 
| Remedies which her Reaſon could not afford, 
but a certain Reſpect mixed with Timidity, 
as I have already ſaid, is her to be 
Þ Stent, 


= A Month had paſſed in this Manner, when 
one Day, as the — and Caliſta were 
|| walking in an Alley bordered with lofty 
Trees, with which the Park was ſurrounded, 
BY perceived, advancing towards them, a 
Man whom they both knew, but with 
FT houghts very different. Caliſta turned pale 
" # and was mute, and Madam de Mirelle ſtep- 
k Ws towards him with Precipitation: Ah! 
amy God, cried ſhe, it is my Son, *tis the 
g 1 ount de Saluce; and then redoubled her 
Pace, believing that Caliſta followed her; 
Put this charming Girl, whom theſe Words 
ny thrown into an Aſtoniſhment, out of 
which ſhe could not recover herſelf, had re- 
mained in the ſame Spot without being able 
o advance or retire. 


. 
8 


HowRVER, Madam 5 Mirelle and I be- 
ing come up cloſe to one another, I was re- 
Eccived by her with all poſſible Marks of Af- 
fection, ſhe embraced me and I kiſſed her 
| and ; and when theſe firſt Teſtimonies of 
Reſpect and Friendſhip were over, the Coun- 
leſs perceiving an extraordinary Melancholy 


long 


my Looks, and all the Symptoms of 4 
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me to come and apply to you for Comfort, 


* 


122 The TRAVELS of 
long Diſtemper, or of a violent Grief, The 
Condition in which I find you, ſaid ſhe, is a 
heavy Draw-back upon my Joy. Is it poſ- 
fible, my dear Count, that after three Months 
Abſence I ſhall only ſee you again to put me 
under the deepeſt Concern ? What has hap- 
pened to you? What has occaſioned the 
ſtrange Change which I obſerve in you! 
An! Madam, anfwered J ſighing, you ſee 
the moſt unfortunate of all Men, my Deſpai ? 
is at the higheſt Pitch; I know myſelf no 
more, and if it were allowable to give my elf 
Death, I would prefer it to the fatal Torment 


to which I am condemned; but a {mall De- 
gree of Reaſon which I ſtill have, has obliged 


which I can have no where elſe ; hoping that 
your Virtue, Counſels, and Goodneſs, will 
replace into my Mind a Tranquillity which 
I am not capable of giving myſelf. 


I am this Moment arrived, I thought to 
find you alone, and to inform you without 
Witneſſes of the Subject of my Misfortunes ; 
but in coming into the Caſtle, I was told 
that a Lady was with you, and that you were 
taking a Turn together. I was ſome Time 
indetermined whether I ſhould endeavour . 
to find you out; but my Impatience to ing 
ſee you getting the better, and perſwading Ma 
myſelf that this Lady would ſoon leave us at ed, 
— I have ventured to come to yo ber 

re. Fes 


MY v 


- , 
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My Companion, ſaid the Counteſs will 
put us under no Conſtraint; ſhe's a lovely 
Girl whom I have taken to keep me Com- 
pany in my Retirement ; her Merit has en- 
deared her to me, and if your Trouble be of 


© a Nature to be ſoftned, I am ſure ſhe can till 


contribute more than I ; however, continued 
ſhe, if her Preſence gives you the leaſt Un- 


FH eaſineſs, ſhe will retire to her Apartment 


Out 


ime 
Ou 


dine 
as at 
you 


My 


5 
088 
d SEL" 


when you want to ſpeak with me about your 


EZ Afﬀairs. 


WEIL E ſhe ſpoke thus walking and ſtill 


= advancing with me towards the Place where 
the trembling Silvia had remained, this beau- 
tiful Maid not daring to ſhow herſelf intirely, 
had turned ſo as that I could only ſee her 
back Parts; and as my Mind was taken up 
with too gloomy Thoughts to permit me to 
= remark any Thing, I had ſcarce beſtowed a 
Look upon her, but the Counteſs ſoon ob- 
liged me to view her: My dear Cali/ta, faid 
= ſhe, deſiring her to approach, I have ſo long 
5 ; confined you to a Solitude that *tis but juſt I 
old 

er 


ſhould releaſe you a Moment in favour of the 
Count de Saluſe. L 


As Caliſta could no longer avoid approach- 


ing, ſhe ſaluted me with a Confuſion which 
Madam de Mirelle might have eaſily remark- 
ted, had not my Melancholy wholly taxen uß 
her Thoughts. On the firſt Surprize I quit- 
ted the Counteſs's Hand whom I aſſiſted tod 
walk, and, without thinking what I was do- 
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ing, ran to throw myſelf at Caliſta's Feet, 
where, tranſported with Joy and Surprize : 
O Heavens !. cried I, ah ! great God, ſhall 
I;:believe. my Eyes. Adorable Silvia, is it 
you I ſee? How were you preſerved from 
the Flames, and by what happy Adventure 
are you in this Place? Ah! Count what 
have you: done, anſwered ſhe, retiring from 
me with Precipitation, alas I am ruined, 
dhe could ſay no more, Fear and Aftoniſh- = 
ment having ſeized her in fuch a Manner that 
ſhe fainted, and would have fallen had not 
the Counteſs ſpeedily advanced to ſupport her, 
though ſhe was herſelf in a Condition little 
different. e 


—— 7 


aww „% 


Turs Accident having put a Stop to my 
Tranſports, and perceiving by Madam d- 
Airelle's Looks that my Palßon had made me 
guilty of Imprudence, I was ſorry for my 

Indiſcretion; but not knowing how to re- 
pair it, and Szvia's Condition augmenting 
my Trouble, I only thought of what was 
moſt preſſing, and to aſſiſt the Counteſs in 
bringing Silvia to her Senſes again. Our En- 

deavours were not uſeleſs, ſhe opened het 
Eyes, from which immediately flowed: a T or 
rent of Tears. 


Mapa de Mirelle, who diſcovered in ths ſel 
Adventure a Miſtery which diſpleaſed her, en. 
and who nevertheleſs felt her Heart rent N bas 
Galiſta's exceſſive Grief, was at a Loſs which un 
Way to behave. However, this beautiful Fo 
Girl, drowned in Tears, and J more like 2 ria 


1 


1 : y « © 


Statue 
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Statue than a Creature animated, being a 


Scene not at all proper to be feen by her 
People, ſhe made a Sign to me to aſſiſt her in 
conducting Caliſta to a Saloon at the End of 
the Alley where we were walking; I obeyed, 
and when we were got into it, Caliſta, who 
could no longer ſupport the Counteſs's Looks, 
threw herſelf at her Feet, and embracing her 


2 a ſincere Confeſhon of what I am, to juſtify 
my Conduct, and to deface the bad Impreſ- 
ſions which the Count de Saluce's Tranſport 
may have given you of it. E 14] 


I am not ſo ſudden in taking Offence, 
> anſwered the Counteſs : I love you. Caliſta, 
and feel myſelf much readier to excuſe than 
2 to condemn you; and if any Thing affects 
me in this Adventure, tis only the Miſtery 


[3 the Count, Alas! Madam, replied ſhe, I 
would have willingly concealed it from my- 
= ſelf, and I thought I was fo ſecure here from 


leaſt Suſpicion, 


= An! cruel Silvia, interrupted I, cannot 
you juſtify yourſelf without killing me. For 
in fine, Madam, continued 1, addreſſing my- 
© ſelf to the Counteſs, *tis no longer Time to 
_ endeavour to conceal what my Imprudence 
bas but too plainly diſcovered. I adore this 
ungrateful Maid; J would have ſhared my 
Fortune and Life with her, when a Barba- 
tian carried her off from me. 


* | IN- 


Knees: Allow me, Madam, ſaid ſne, by 


you have made of your Acquaintance with 
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InFoRMED that ſhe had been cenducted 
to a Convent near St. Flour I flew thither : 
But Gods what a diſmal Spectacle found ! 
there ; Nuns frighted, and Flames devour. 
ing that ſacred Retreat were the firſt Objects 
that preſented themſelves to my View. Al- 
armed for my dear Silvia, I inquired about 


her of all thoſe whom I ſaw going in and out 
of that Houſe without receiving the leaſt | 


. 
1 


News. 


In fine, I ventured to go in my ſelf ; and 
meeting in my Way Nuns who were making 
their Eſcape, I aſked them if they knew 
what was become of Silvia? They all cried 
out that ſhe was the very firſt Victim, and 
that the Fire having broke out in her Cham- 
ber had intirely conſumed it. What Thun- 
dei bolt for a Lover ſo tender as J. 


- ConsuLTING nothing then but my De- 
ſpair, I ruſhed into the Places where the Fire 
appeared to be moſt violent, reſolved to bury 
myſelf under the Ruins of the Convent ; but 


my Servants forcibly pulled me away, made 


me mount my Horſe, and conducted me ra- 


ther as a Priſoner than their Maſter to Rim 
J hoped to have found you there; but to 
compleat my Misfortune, I underſtood that, 
you was retired to this Place, where, - unde! 
another Name than my Father's, you were 


refolved to end your Days. 


 TuisÞ 
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Tr1s new Stroke adding to my former 
Oppreſſion I was ſeized with a 1 Fe. 
ver, and ſtruggled between Life and Death 


4 an approahcing End of my wretched Fate, 
© when the Marquis Dantin arrived at Riom; 
this faithful Friend, who knew my Misfor- 
. tune, and who made no Doubt of the diſmal 
Situation of my Mind, had tore himſelf from 
| z the Arms of a beloved Spouſe to find me.out, 
| and to give me all the Comfort in his Power, 
His aſſiduous Endeavours and wiſe Remon- 
| Rrances have partly produced the Effect which 
he promiſed to himſelf, in calling back my 
2 Reaſon, and hindering me from Rs 9 
Y Attempts upon my Life. 


Bor not being able to calm my Grief, I 
© refolved to come and find you, in order ta 
make a Trial if the Pleaſure which I always 
Y enjoyed in your Converſation, would not in 
2 ne meaſure ſooth my Pains; and while 
Dantin is gone to rejoin his Spouſe, and 
© thereafter to bring her to this Country, I 
took the Road to the Place of your Retreat. 
5e, Madam, of my Surprize and Joy upon 
ſeeing in her whom you call Caliſta, and whoſe 
Merit you ſo much extol, that ſame Silvia 
ba whom I adore, and whoſe: Death was infal- 
del libly going to cauſe mine. IJ muſt confefs I 
was not Maſter of my firſt Tranſport; Re- 
ſpect, Prudence, Decorum, all was forgot 
to give E. to the Wr which Wi W 


N3 


forabout x5 Days,flattering myſelf at laft winly | 
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I believed that ſhe: was known to you, 
and that you were ignorant of none of her 
Adventures, and that I might without dread 
give way to my joy in your Preſence. But 
O Heavens | when my Love manifeſts itſelf 
with ſo much Ardour, I find nothing but 
Terror, Surprize, and Tears: My Preſence 
is odious, and ſhe has the Inhumanity to own 
that ſhe could wiſhnever to remember me more, 


Ah I Silvia, added J tranſported, that rigid 


— 


Virtue which made you reject the Offer of my 
Hand and Faith, thoſe noble Sentiments that 
forced you to ſurmount the mutual Sympathy 
which united our Hearts, were not then ſin- 
cere, and were only the better to conceal from 
me your Contempt and Hatred. 


© Silvia who never ceaſed weeping during this 
Diſcourſe without raiſing herſe}f from the 
Corntefs's Knees, tho' ſeveral Times deſired, 
perceiving that I remained filent, began to 
open her Mouth, and after ardently kiſſing 
the Counteſs's Hand; you ſee Madam ſaid ſhe, 
by what the Count has related that I did not 


expect him here, and that believing me dead 
| he had no Hopes of finding me in this, or 


any other Place. I will not deny but that it 
was with an Intention to prevent his finding 
me out, that taking the Advantage of the Re- 
port of my Death I changed my Name, and 
if 1 had ſuſpected that the virtuous Counteſs 
de Mirelle was his Mother in Law, I never 
ſhauld have had the Honour to be in he! 
Company: But alas! the Motive is very 


= 


OAT 


| IST 


different 
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different from that with which he accuſes 


LEAVE off your Reproaches both of you, 
interrupted the Counteſs, whom a ſecret Trou- 
ble agifated in an extraordinary Manner; I 
have a greater Intereſt than you imagine in 
7 what regards you, lay your Hearts open to 
me, conceal nothing, and inform me my depr 
Caliſta ow you came by the Name of Sil 
via, which the Count juſt now gave you. 
At thefe Words obliging her to get up and 
fit down by her, ſhe earneſtly intreated that 
ſhe would diſcover her true Birth, judging 
rightly by the Change of her Name, ſhe 


that concerned her. 


Silvia was ſo far from refuſing her Re- 


© had brought her up, and how ſtrictly Iſmena 
and ſhe were united by the Ties of Friend- 
© ſhip, drawing a noble Picture of the Cha- 
racter and Virtue of that tender Friend, not 
forgetting the Fears the Merchant was under 
of the Matches offering rather to her than 
to his Daughter, and the Reſolution into 
which this Apprehenſion had drawn him; 
and in fine, continued Silvia, the Count de 
Saluce having arrived at Lyons, and aſked me 
nd in Marriage, believing I was his Niece, he 
eſs | had declared to him that Las not, and that 
yer he did not ſo much as know thoſe to whom 
er 1 owed my Birth. Tho? ſuch a Declara- 
ery tiom ought to have extinguiſhed the Cots 
| ve, 


had made a Myſtery to her of every Thing 


= queſt that ſhe related in what Manner Dallon 
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Heart, without his knowing it 3 but this 
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Love, the Generoſity of his Soul augmented 
its Ardour ; and far from eſteeming me leſs, 
he offered to repair my Misfortune by uni- 
ting our Fates, N . a 


I Witt own, Madam, that his Merit had 
already made a conſiderable Progreſs in my 


generous Behaviour completing his Victory, 
it was not in my Power wholly to concez] 
my Sentiments; and I thought Gratitude not 
only obliged me to have ſuch for him, but 
alſo excuſed the Weakneſs of a Diſcovery, 
However, notwithſtanding all oe Tenderneſs, WW 
and his preſſing Sollicitations I refuſed the 
Honour which he intended me, from the 
fole Motive of his Glory, which I thought 
would be tainted by a Match ſo diſproportio- 


8 £ 


nate. 


I ſhould not, perhaps, have heſitated, had 
my Parents, whatever they might be, been 
known to me, by repreſenting to myſelf that Me 
I was not the firſt, who, from an obſcure e 
Birth, had been elevated to a brilliant For- H. 
tune ; but being intirely ignorant who I am, Ge 
if I owe my Life to Criminals or to People of Ca 
Honour, I thought myſelf obliged to avoid 
dragging into my Misfortunes a Man ſo wor- reg; 
thy of a happier Fate; and as Dall had Co, 
given me to underſtand that a Convent wa BE tire 
my only Refource, and that I dreaded the 
Count's Violence, I kept this Reſolution 2 
Secret from him, and made him hope that 
Time would ſoften Iſmena's Father, ho | 
2 "oth 
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not imagine, indeed, that he would. have 
hurried me ſo quickly away; but the very 
next Morning he dragged me from 1ſmena's 
Armis, and conducted me to a Convent in 
the Neighbourhood of St. Flour, to which 
the Harſhneſs of the Prioreſs and her abuſive 
Language having given me a Diſguſt, I was 
under a great Uncertainty what to do, when 
the Fire gave me a favourable Opportunity 
of making my Eſcape. from my Priſon, | 


Tx Flames, which in Reality had firſt 
broke out in my Cell, gave me an Opportu 
= nity of getting out before any body was 
© awake. The Light of the Fire having made 
me find my Way to the Gardens, and all the 
2 Gates having been opened almoſt at the ſame 
inſtant, I joined the Crowd of thoſe who 
were running out, gained the Fields, and at 
the Point of Day found myſelf in the Suburbs 
= of St. Flour, where I perceived the Gates of 
= the Hoſpital opening and one of the Siſters 
= appearing 3 I accoſted her, and begged ſhe 


© Houſe, to which ſhe conſented with ſo much 
= Goodneſs, and uſed me with ſo much tender 
Care and Civility, that I freely diſcovered to 
her the deplorable Condition to which I was 
reduced: It is true I did not mention the 
Vas 


7 


— 


— 


* 


. 
: 


. tirely to forget him. 


a Tris excellent Siſter moved with my 
hat Narration, determined immediately to place me 


1 about you, and never having named you but as 
not | ; 


© would allow me to repoſe a few Hours in the 


Count de Saluce, believing that I ought in- 
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the Counteſs de Mirelle, and finding no 
Conformity between you and him, of whom 
my Virtue made me dread the Preſence, I 
gladly accepted the Propoſal ; but the Shame 
of preſenting to you a Wretched unknown, 
and the Deſire of ſupporting the Report of 
my Death, that my Retreat might be the 
fafer, made me reſolve on changing my Name, 
and to give myſelf an Origin that might hin- 


der you from being aſhamed of your Goodneſ i 


towards me, 


To know the reſt Madam, loaded with 
your Benefactions, attached to you by the 
moſt warm Affection, and the moſt perfect 
Acknowledgment, I flattered myſelf to paſ 
the Remainder of my Days under your 
Wings; but this Day, more to be pitied than 
ever, the Count de Salute comes innocently 
to deftroy all my Hopes; and I ſee with the 
utmoſt Grief, that not being here more-wor- 
thy of him than I was at Lyons, I ſhall be 
baniſhed from your Sight, to avoid being ex- 
poſed to his; and that juſtly alarmed at an 
Amour fo diſproportionable, I am upon the 
Point of loſing for ever your good Graces, 
and perhaps your Eſteem. Cn 


Tux fait and unfortunate Silvia could not 


pronounce theſe laſt Words but with Sb 
that ſmothered her Voice at every inſtant, 


Madam de Mirelle was ſo moved herſelf, that 7 
for a confiderable Time ſhe could do nothing 
but Jift up her Eyes to Heaven as if ſhe Wa 


petitioning for ſome Favour _ 
Is 


- 


WOOD 222 
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Ix fine, making an Attempt to ſtop her 
Tears ſhe embraced Cal; na; and. prefling 
her Cheek to hers: My dear Silvia, ſaid 
ſhe, the Name which you bear is too preci- 
ous to me to neglect informing myſelf of all 
the Circumſtances that may accompany it, 
This Dallon who brought you up, did he re- 
ceive nothing from the Stranger who commit- 
ted you to her Care, that may help to make 
EB you known ? Ah | Siva, how happy. 
| ſhould we both be if * Corgertures proved 


{ true, 


Ar this Diſcourſe, Silvia remembering the 
| Engr of a Letter which ſhe faſtened to 
the Ribbon that was about her Neck, and of 
| which the had made no Mention in her Nar- 
ration from the Inutility, as ſhe thoyght, of 
it, drew it haſtily out of her Boſom, and 
with a trembling Hand preſented it to the 
Counteſs, who greedily and under the greateſt 
Concern unfolding it, had no ſooner thrown 
her Eyes upon it, than ſtretching out her 
Arms to Silvia: Ah ! Silvia, ah! m 
| Daughter, cried ſhe, have I then at length 
found you? Good God ! interrupted I, as 
| much ſurprized-as frighted : What, Madam, 

is Silvia my Siſter? The Counteſs gave no 
„ Attention to this Exclamation: Nature too 
09: We long conſtrained under the Form of Friend- 
: hie and Compaſſion, broke out in ſo tender 
a Manner between the Mother and the 
| Daughter, that they neither ſaw nor beard 
any thing. 
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Bur poor diſconſolate I, having ſeveral 
Times repeated the ſame Thing, Madam 4“ 
Mirelle, loath to leave me long under this 
Perplexity, left off for a Moment the Careſ- 
ſes with which ſhe loaded Silvia; and ſtretch- 

ing out her Hand to me: My dear Count, 
ſaid ſhe, chear up again, I am Silvia's Mo- 
ther, but ſhe is not your Father's Daughter. 
J plainly ſee that this Riddle aſtoniſnes you, 
and that knowing no other Huſband of mine 
but the Count de Saluce, you cannot conceive, WW 
without ſuſpecting my Honour, how I could 
have a Child of which he was not the Father: 
But in fine, it is now Time to unfold the 
Miſtery, and ſince Heaven in reſtoring to me 
Silvia adds to my Happineſs that of knowing 
your Love to her, and that ſhe is worthy of m. 
you; I will make you both happy, by de- fo 
claring a Secret which has been a terrible me 
- Drawback upon the Pleaſures of my Life ; 
but, added ſhe, let us return to the Caſtle, 
tis there where we ſhall find the Proof of 
Silvia's Birth, and where you will more com- 
modiouſly hear the Story that I am going to ſtil 
relate to you. | | | i 


_ Trovcn extremely ſurprized at what I We 
heard, yet I was ſo well pleaſed to know that N und. 
tthzis beautiful Maid was not my Siſter, and D, 
that I might hope to be her Huſband, that | 

would have willingly diſpenſed with the | 
Counteſs's Relation, if it had intereſted none bf I. 
but myſelf ; but the Satisfaction of two Per- Neve 

; | | ſous 1 ere 
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' ſons who were ſo dear to me being N 
to my own, 1 ſubmitted to their Will , 12 

HSOiluia durſt ſcarce give Credit to wh Rr 
© heard, notwithſtanding the Aſſurances that 
N | Madam de Mirelle gave her of her Birth, and 
the Voice of Nature which ſpoke : from the 
Bottom of their Hearts at firſt Sight. In fine,” 
L E when we had entered the Caſtle, all three in a 


uery different Situation of Mind from what 


ve were under on our coming out; the 
Counteſs conducted us into her Cloſet, where 
| taking out of a little Box a Paper ſuch as that 

which Silvia had juſt given her: Here is, 
. W faid ſhe, what will terminate all our Doubts ; 


pou of the Events of my Life. Upon which, 


Ir is of ſo great Importance to you, ſald 
ſhe, to know my Secret, that I would have 
long ere new declared it to you, had I not 
_ entertained ſome faint Hopes of recover- 
ing Silvia. I am born, as you know, of 
noble Blood, but without Fortune. I loft 
my Father when but a Child, and remained 
Wer the Conduct of the Marchioneſs of 
Durnant my Mother, who was ſtill q un; 

enough to think of a ſecond Marriage; but 
the Tove of Liberty ſurpaſſing the Merits? 
of Intereſt that ought to have induced her 
Even with Regard to me, ſince no Pretenders 


one 
} er- 


Vol. I. | O ment 


4 but before I ſpeak of this Paprr I muſt inform | 


making us take our Places, ſhe began in the N 
following Manner, addreſſing herſelf to 
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ſons pffered who were not willing to make a Settle- 


* | — — —— — 7 
a . 2 ae wn IIIE=S: - > . Io = Ee — 0 
4 —— * 1 * 5 — 2 E 8 IL of — 5 6 — _ 
- * : yo — 2 — — 2 pon . — e — ; 
8 4 2 DE — . * . ES Er EE As 3 8 — ＋ — 
—_— ä T 7 * 9 80 — 7 — — 2 * e 
— * — > FS, i 3 nt nt e WR S , 5 8 kt q © £ — . 8 
. « > — x7 * rd 5 - o , > — 3 ' S_ n — \ 2 
— —to vr — — - 2 — 3 OA IE 9 2 a «2. e " 
” — — 4 * — " — — — 22 1 — Pa, * 4 CG yr = 4. — 
— — ET J s — — — — - — ot ag £ — ne — — « 99 Sa _— \ 
—— 2 — — — 2 A bhp. 4 STE TEINS —— S b ) 3 8 r — 
— . — mY — - 4 . - . , S — & RS 
CER b 3 — — — A - —— g 1 > — 
28 TX — — — Day. = ad) 3 CES p 2 , -- 


„ 5 5 ; - DO. 
Re TRE Co oath $5h 
2 2 ˙— ——7 
1 , os 
1 + SA * 


OP r OO os ry, Oy, Es 2 
„ IS > ID > Is * eee 22S --- 
- p x Flt b ; = 9 


N ——_— - has 2 
S 
* = auf «a5: Fon Wort 8 7 

3 3 


* \ — 
pd oY 4 

E ' \ 

EY r — 

5 B —_— 
8 n 

. 
C — NT 2 * Sp) * * * 


. * Z — of. "FI" f 9 
8 FE. _—_— — 
l — - _ pl — 0 
FL — = T_T N rr 
y > — ad * N 7 EE) e a 
3 — * . 1 _ erin nd — 
4 - 8 + 
. n = — * „ eat” ——— x 
— yu _ . _ * & N 
a 8 — — 8 s 
„ EST nenen 


: * 
g 
> 
— — 
= eo 
> — Sr? - 
x * bd r 
N 0 3 


* 
„ —— == 
5 es 3 


9 


a, 


I 3 1 2 prowl eee 
1 7 ok - F Fe 2 8 
2 n - 


”, Ray 
r. 


r 


hed FO 
e 


— 
= 


= 
3 K w * 2 
n 


ment in my Favour, ſhe delayed ſo long 
marrying a ſecond Time that, Age joining 
to Indigence, there was no more thinking of 
it; but when Youth had left her, when 
Diverſions and Pleafures had taken their 
Flight along with it, and when ſhe ſaw me at 
Age to be provided, ſhe repented her paſt 
Conduct. 


As ſhe had diſſipated the little that my Fa- 


ther left, and that ſhe had ſcarce wherewith · 
all to educate me ; ſhe was forced to fhut her- 
ſelf up with me, and to avoid Company as 
much as ſhe had formerly ſought it, not to 
Have the Confuſion of diſcovering her Miſery, 
Nevertheleſs, I muſt do her the Juſtice due 
to her Care of my Education, in acknow- 
ledging that ſhe even outdid her Power, She 
loved me paiſionately, and it was this Ten- 
derneſs which ſhe felt too late, that made her 
often regret the Advantages ſhe had refuſed, 
I did all in my Power to make a ſuitable Re- 
turn to her Goodneſs, and made it a Law to 
put in Practice the wiſe Inſtructions which ſhe 
conſtantly gave me, 


| Wx lived in a frugal plain Manner, re- 
ceiving no Viſits ; and all our Domeſticks 
conſiſting in two Women, of whom one flill 
attended me, when I was obliged to go out, 
which never happened but when the Exer- 
ciſes of Picty and Devotion called me to 
Church. | 


Bur 
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Bur this obſcure and retired Life could 
not hinder the young Count de Mirellè from 
ſeeing and loving me. Our Houſes joined; 
and whatever Precautions I took not to be 
taken Notice of, Chance contrived it ſo that 
he met me ſeveral Times going out or com- 
ing in, He was neither a Stranger to my 
Name nor my Quality ; but as we had no 
= Correſpondence, and that the Noiſe of our 
ſtraitned Circumſtances was but too much 
© ſpread about, he did not know me parti- 
W cularly, * 


Tux Care I took to conceal my Face 
with my Hood exciting his Curioſity, he 
formed a Reſolution to follow me wherever 
l went, and to difcover whether it was Mo- 
= deſty or Uglineſs that made me fo carefully 
= conceal myſelf from every body; but not 
= ſhewing my Face more in the Churches than in 
the Streets, he reſolved to ſpeak to me, judg- 
ing that good Manners would oblige me to 
© anſwer him. 


had not obſerved his Motions, being wholly 
8 taken up with our Family Troubles; and 
© perſuaded that none would make their Addreſ- 
© ſes to me in my melancholy Situation, I had 
no Thoughts of making Conqueſts; though at 
er- that Time 1 might, without Vanity, have 
to had ſome Pretenſions to ſhare with my Neigh- + 

| bours. I was therefore extremely ſurprized 

one Day as I was returning from divine Ser- 

zur vice, to find myſelf ſtopped by a young Man, 
| „ who, 
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who, taking me by the Hand, begged I would 
allow him to aſſiſt me in walking. et 


+ Sus who nec, me ane za him 
to be the Count de Mirelle, told me directly 
with the Tone of a Governant, that 1 
ought not to refuſe the Honour which the 
Count did me; thus authorized by this Wo- 
man, I made him a Courteſey, and accepted 
of his Civility, or if you pleaſe Gallantry. l 
am very .unfortunate, ſaid he, as we walked 
.along, that being your Neighbour I am how- 
ever ſo little known to you, that you muſt 
have another's Permiſſion to truſt me with 
| conducting you. | 


| 1 don't think, anſwered I, lifting up my 
Hood to look at him, that you ought to be 
offended at this Reſerve in a Perſon of my 
Age, who cannot be too circumſpect ; Ic 
feſs that I know not to whom I n wee 
and that, without what this Woman has ſaid, 
1 ſhould have been guilty of an Incivility, 
While I was ſpeaking I obſerved that he exa- 
mined me with great Attention, and changed 
Colour every other Moment, I did not feel 
myſelf leſs troubled than he. The Count 
de Mirelle had ſcarce reached his T wenty- 
fourth Year, all the Graces were reaſſembled 
in his Perſon, and without Flattery my dear 
de Saluce, you only excepted, I have not 
ſeen a Man who could be compared to him. 


I 


1. 
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I know not if Indigence and Want of the 
Neceſfaries of Life do not give Hearts a 
ſtronger Propenſity to tender Sentiments than 
Riches and Opulence, from the Melancholy 
to which they are habituated, or if the Ac- 
compliſhments both external and internal of 
the Count forced me to ſurrender ; but it 
is certain that I loved him from that Moment, 
and perceived with a ſecret Pleaſure that I 
had made no leſs Impreffion upon him. We 
ſpoke on ſeveral Things as we went along, 
and each of us ſtudying to ſhow Wit in what 
we ſaid, we arrived at our Houſes charmed 
| with one another, 
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I aſked the Count to ſee my Mother, that 
| ſhe might thank him for his Civility, and 
| ſent her directly Word of this Viſit, to which 
| he conſented without much Prefling. My 
Mother received him honourably as a Perſon 
om ſhe knew, and having aſked by what 
Accident ſhe had the Pleaſure of ſeeing him, 
| he confeſſed the Defire he had long entertain- 
ed of being acquainted with us, and of the 
| bold Step he had taken to accompliſh it; 
| humbly begging that ſhe would give him 
Liberty to pay us ſometimes his Reſpets, 


I have for ſeveral Years, anſwered ſhe, 
withdrawn myſelf from all Company, and my 
| Houſe is ſhut againſt Perſons of Rank and 5 
Diſtinction, my Situation not permitting me | 
to receive them. If my Daughter joined a 
Fortune to her ſmall Share of Charms, Soli- 

tude would not be her Fate; but poſſeſſing 
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10 We TRAVELS of 
. nothing except Virtue and Beauty, I am 


forced to conceal the one in order to preſerve 


the other. A Cavalier of your Age and Me- 
rit would do Honour to her Charms, but it 
would be dangerous to her Reputation, if he 
had alone the Privilege of ſeeing her; Don't 
therefore find it ſtrange that I refuſe an Ad- 
vantage, which, in another Condition, I would 
e at any Rate. 


I don't require that my 'Davgliter ſhould 
fhun you, nor that you-ſhould avoid the Oc- 
caſions of ſpeaking to her, provided it be not 
too often. Perſons of Quality cannot have 
too much Regard for one another; I'm for a 
ſolid not ſavage Modeſty ; but there are Si- 
tuations in which People cannot be too 
cautious. 3 15 U 


TAE Count de Mirele an to be vey 
Nee concerned at this Refuſal, and could 
not even ſmother his Sighs; ; however his An- 
Twer was reſpectful, and without blaming her 

Rigidity, he made her underſtand that hi 
Conduct ſhouid be ſuch as to engage her to 
grant what he ſo ardently deſired, and then 
retired that he might not be troubleſome. 


I could not, Town; ſee him go _ with- 
out Concern, which be perceived, and, by hi 
Looks, aſſured me that he felt no leſs. A 
gloomy, Melancholy ſeized on my Heart when 

„he was gone, and as I was ignorant of the 
Art of Diſſimulation it da appeared in my 
Countenance. 
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TE Marchioneſs was too clear-ſighted 
not to penetrate into the Cauſe, but, more 
artful than I, ſne ſeemed to take no Notice of 
it; ſhe even paſſed the Remainder of the 
Day without ſpeaking of the Count, whoſe 
Viſit ſhe looked upon as the Effect of Youth, 
and made no great Account of it; which 
augmented my Melancholy, imagining that 
her Refuſal proceeded from a mean Opinion 
of him; but in the Evening, having called 
me into her Cloſet, and looking fixedly at 
me: Eliſabeth, ſaid ſhe, what is your Opi- 
nion of the Count de Mirelles Speak your 
Mind boldly, and depend upon my Friend- 
e r ins Ho nnd ras 8 
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TksE Words accompanied with an Air 
to inſpire me with Courage, calming at once 
the Trouble with which I was agitated, I con- 
feſſed to her that this Gentleman pleaſed me 
very much. Do you believe, ſaid ſhe, that 
he has the ſame Sentiments for you? This 
Queſtion made me bluſn, and eaſting down my 
Eyes: I know not as yet, Madam anſwered 
I, how to read into Hearts, I even have too 
much Difficulty to unravel what paſſes in my 
| own, to judge eaſily of others. 8 


I know it for you, my dear Eliſabeth, re- 
plied ſhe; but I ſhall not loſe Time in Leſ- 
ſons which you're now in an Age to give 
yourſelf; I will only give you a Caution 
upon the Conduct which you are to hold, 
inform you of my Sentiments, and who the 
5 5 | Count 
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Count de Mirelle is; no leſs than the only 
Son of the richeſt Nobleman of the Province, 
and the worſt Man upon Earth, covetous, 
cruel and revengeful; but theſe Qualities 
would not be much to be dreaded, if he did 
not conceal them under the Appearance of 
Honour and Probity, which deceiving thoſe 
whoſe Rank and Imployment make them 
his Superiors, have made them ſo much his 
Friends, that he has but to aſk and receive 
any Faveur at Court, which renders him 
an Enemy as dangerous as formidable, 


Hrs Son, on the contrary, is ſtrictly vir- 
tuous, and is grieved at the Bottom of his 
Heart to have a Father of this Character; 
but his Merit does not hinder his Depend- 
ance on him, and you may eaſily judge by 
the Picture that I have drawn of him, that 
he will never conſent to his Son's marrying a 
Girl without Fortune ; however, as ſuch 
Matches do not always offer, and that the 

oung Mirelle has not long to wait till he is 
Maſter of his Eſtate, of which the Father 
Cannot deprive him, it being ſubſtituted ; I am 
of Opinion that we ought to make much of 
him, ifhe really loves you as I am apt to be- 
lieve he does, from the Report of your old 
Governant, who has obſerved that he follows 
you, and has been endeavouring to ſpeak to 
you for more than a Month; he will not fail 
to declare himſelf, and I ſhall then endeavour 
to take ſuch juſt Meaſures that I ſhall have 
nothing to dread from his Father : It is for 
this Reaſon that I refuſed his Viſits T 

+ | WAIC 
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which would alarm the old Count, and ob- 
lige him to lay his Commands on the Son 
not to come near the Houſe, the Conſe- 
quence whereof would be the Miſcarriage of 
my Projects; whereas in not coming here, 
and only ſpeaking with you by Chance, I 
ſhall feed the Son's Flame without giving the 
Father any Suſpicion, and by this Means 
ſucceed to make him your Huſband. The 
only Thing which I require of you is that 
you'll conceal nothing of the Converſations 
which you may have with him, and that 
you'll be directed by my Prudence, 


I I thanked the Marchioneſs for her Goodneſs, 
and begged ſhe would believe that, notwith- 

& ſtanding the Inclination I had for the young 
Aitrelle, T would ftill govern it by her will, 
to which I would intirely ſubmit, and punc- 
© tually follow her Orders. From that Day _ 
not one paſſed without my finding the Count 
in my way, and without his finding ſome 
Opportunity of ſpeaking with me. Hkxde- 

© clared his Paſſion in the moſt reſpectful Tetx 
and conjured me not to oppoſe” the Deſign 
he had formed of aſking me from the Mar- 
chioneſs. She had too well informed me of 
the old Count's Character, and had drawn a 


* 


Picture of it too hidious to have eſcaped my 


Memory. I anſwered the Son with as much 
E Reſerve as my Affection for him would per- 
+ mit, that his Addreſſes did me Honour, and 
that I ſhould obey my Mother without re- 
pugnance, if they were agreeable to her; 
but at the ſame Time told him that J ap- 


prehended + 


54s We TRAVELS off 
prehended leſs Obſtacles from her, than from 


his Father, not imagining that the Count 
de Mirelle would approve of his Choice. 


. Tr is true, ſaid he, that J have no great 

Hopes of my Father's Conſent, and as our 
Sentiments are ſo very different in all Things, 
I don't flatter myſelf they will agree 
in this ; but if you approve of my Flame, 
and that the MMarchioneſs does not oppoſe it, 
J have ſure Means of accompliſhing what will 
make me happy, without paternal Authority, 
J reiterated my Confent, and we parted in 
the joyful Hopes that Heaven would favour 
.our Deſires. I gave my Mother an Account 
of this Converſation, ſhe appeared to be pleaſe! 
with my Exactneſs, and puzzled her Brain 
to find out in what Manner the young Count 
propoſed to have no Occaſion for his Father, 
in a ConjunQure where his Power was ſo ne. 
ceffary ; ſhe could by no Means unravel the 
Miſtery, but did not remain long in the 
Dark. The fame Afternoon of my Con : 
verſation with Afirelle, the. Count de Sau 
Father came to our Houſe, and aſked 
a private Audience of her. This Viſit ſurpri- Wl 
fed Madam Durnant the more that ſhe knew 
him to be a near Relation of the old Count 
de Mirelle and his Heir, if his Son happen«!|M 
to die without Iſſue, and for that Reaſon iſ 
was his Intereſt to prevent as much as poffi· 
ble the young Gentleman's entring into the 
matrimonial State, | 


However 
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However as ſhe knew him to be a Man of 
Honour, and of a quite different Character 
from his Kinſman, ſhe received him with 
great Diſtinction. You know, my dear de 
Saluce continued ſhe, that he was the moſt 
© gallant well bred Gentleman alive, he told 
me a great many obliging Things upon the 
Neceſſity he was under of begging I would 
& retire, while he was entertaining the Marchio- 
© neſs in private, proteſting that to indemnif 
him for the Grief which this Moment's Ab- 
© ſence would give him, it ſhould be wholly 
employed in ſpeaking to her about me, 


Eltogether unworthy of his Attention, I left 
them alone, uneaſy, I muſt confeſs, about 
the Subject of this Converſation. As Madam 
We Durnant recounted it to me Word for 
e ord, and that the Count de Saluce repea- 
ed it to me feveral Times, I ſhall be under 
V Difficulty of relating it to you. I was no 
eoner gone out than the Count beginning to 
peak: I believe, Madam ſaid he, that you 
el tre not ignorant of my Relation to the Count 
ie Mirelle, but you are not perhaps informed 
u- the extreme Affection I have for his Son: 
he oung as he is, and notwithſtanding the diffe- 
Fnce of his Age and mine, he is the deareſt 
my Friends, and I aſk no other Favour 
Heaven, than to ſee a Son, whom it has 
| beſtowed 


vel 


— 
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beſtowed on me and who is only four Vears ; 
old, reſemble him, | 


AFTER this Declaration, Madam, you will 
not think it ſtrange that, laying aſide my own 
Intereſt, I wiſh to ſee him tied with the Bonds 
of Matrimony, and that I aſk you, for him, 
Miſs Durnant in Marriage : he loves her, but 
with that Ardour which characteriſes the con- 
ſtant Lover, when Eſteem is the Foundation 
of the Paſſion, and when he who feels it 
reaſons judiciouſly upon the Conſequences of 
his Choice, in which Caſe it is needleſs to 
oppoſe it; therefore as the only Obſtacle that 
might be objected to the young Mirelle, could 
only be a Motive of Intereſt beneath a gene- 
rous Mind, and as he will poſſeſs a Fortune 
ſufficient for his Wife and him, I have not 
heſitated to commend him for the Pleaſure 
which he finds in making your Daughters 
Fortune ; but that you may have. nothing to 
object, and/as I am very much perſuaded that 
we can not procure his Fathers Canſent, I 
come. to propoſe a private Marriage to you, 
tho regular and in good Form; my Notary, 
in whom I can confide, ſhall extend the Con- 
tract, my Brother and, I the only Heirs to 
the Count's Eſtate by Subſtitution ſhall ſign 
it. Our Conſent is preferable to his, ſince 
he could not oppoſe this Union but upon Ac- 
count of the Eſtate which we are Maſters to 
diſpoſe of as we think proper. The Ceremo- 
ny of the Marriage ſhall be performed in 
my Pariſh Church, where I ſhall ſerve my 
Friend as a Father and a Witneſs, and 1 
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this Manner we can manage Things ſecretly, 
till Age renders him his own Maſter, and 


avoid the Tranſports and Caprices of the old 
Count de Mirelle. | 
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Your Father here left of ſpeaking, and 
Madam Durnant not at all willing to loſe a 
Match of this Importance, and ſeeing her- 
ſelf ſafe by the Conſent of a whole Family 
capable to ſupport her in Caſe of Need, gave 
her Conſent, teſtifying a grateful Acknow- 
ledgment of his generous Procedure; and 
when they were agreed in every Reſpect, I 
was called in and informed of their Reſolu- 
tion, I; 
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Tk Count de Mirelle had got too far 
into my Heart to oppoſe his Happineſs in 
what made my own. It was therefore con- 
cluded that in the Night of the third Day 
from this, my Mother and 1 ſhould ſet out 
for the Caſtle of Saluce without Retinue, 
and that the next Day the Count de Mirelie 
ſhould tell his Father that your's had invited 
him to go and paſs ſome Days with him, 
n- and that he ſhould come there openly with 
your Uncle; that after the Marriage my 
gn Huſband ſhould never come to our Houſe ; 
ce FW that our Meetings ſhould be at the Count 
Ac- de Saluce's, who alone ſhould be admitted 
sto into our Houſe to ſpeak to me or to give 
mo- me my Huſband's Letters. All this was 
inf punctually executed and without the leaft 
my Treachery. As our unhappy Situation made 
in People take but very little Notice of our 
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Actions, it was eaſy to conceal our Abſence, 

my Mother having ordered that it ſhould 
be given out, whoever" came to call for her, 


that ſhe could not be ſeen, upon Account 
of my having taken the ſmall Pox. 


—_ =” Yd uh 
2 WET 83 
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We went to Saluce Caſtle where the Covi 
received us a8 a loving Father: You was 
at that Time there about four Years old, 
and it was then the tender Friendſhip began, 
which I ſhall while 1 live have for you. 
You had loſt your Mother abour a Year be- 
fore, ſo that the Count was intirely free at 
his own Houſe, My dear Mirelle and the 
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Marquis Dantin his Uncle did not fail to.join 
us; and without enlarging my Narration by We 
a needleſs Detail, I ſhall only {imply tell yu 
that our Marriage was celebrated as it had 
deen projected, and that the Secret was lo WW | 
perfectly kept, that no Mortal but thoſe WH 
were Witneſſes ever knew any thing of it, 
We paſſed three Weeks at Saluce with inh- MW 4 
nite Pleaſure; your generous: Father made W# 2 
me magnificent Preſents, and gave me then a 
viſible Marks of that furprizing Probity which u 
he profeſſed, and of which IL. have wel 8 1c 
Felt fi Effects. . : 1 
p 
My Huſband: and he Mag 3 ec 
made now and then Trips to Riom to prevent D 
Suſpicion, and we at length; returned to it ſo 
without any Accident. The Count de Saluct W. 


viſited me regularly every Day, and as it was mi 
publickly known that the young Mirelle ſup- an 
2 and Tay at his an for the moſt Part T. 
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Mademoiſelle de Richelieu. 159 
ſince he was a Widower,. he continued ſo to 
do that he might have an Opportunity of ſee- 
ing me often without Fear. we had concerted 
Meaſures ſo well that every Night going to 


a Back-Door of your Father's Houſe, of 


which I had the Key, I paſſed into an Apart- 
ment reſerved for me without being ſeen by 
any Body where I flept with my Huſband. 


Six Months were ſcarce paſſed in this 
Manner when I perceived that I was with 
Child, This News charmed the Count de 
Aſirelle, but alarmed my Mother upon Ac- 
count of the Difficulty of concealing the 
Birth of this Child ; however, the Time not 


being yet come, their Thoughts were only 


taken up about my Preſervation. I went out 
ſo ſeldom that no Change was perceived a- 
bout me. | 


In this Interval of Time the Marquis 
Dantin having loſt his Wife, was obliged to 
go to Paris, where having died a few Days 
after his Arrival, the Count de Saluce was 


under a Necflity to go thither, in order to 


look after the Affairs of his Brother, for the 
Sake of the young Marquis Dantin his Ne- 
phew, a meer Child, whoſe Tutor he intend- 
ed to be. I cannot expreſs our Grief at his 
Departure, my Huſband” and I were incon- 
ſolable; and though he aſſured us that he 
would not be abſent above a Month, certain 
miſgiving Thoughts made us look upon it as 
an Age: I was the more afflicted as the 
Term of my Lying-in approached ; and that 
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160 The TRAVELS of 
the War being declared, the Count de Mi- 


relle, Colonel of a fine Regiment, was ob- 
liged to join it without Loſs of Time. Ne- 
vertheleſs, there was a Neceſſity of yielding to 
our Fate. 
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Tk Count de Seluce took his Leave, and 
begged of us to uſe much Precaution and Pru- 
dence in our Interviews till his Return ; but 
it ſeemed that Paris was fatal to the two Bro- 
thers, after three Weeks Refidence in it, the 
Count fell dangerouſly ill. Judge of our In- 
quietude, that of my Mother upon my great 
Belly augmented; and to complete my Mif- 
fortune, one Day as I was coming out of the 
Church, having no Body with me, a Crowd 
having hindered me to paſs,, I found myſelt 
between two Coaches, one of which was the 
Count de Mirelle's, and he himſelf in it with 
his Son. 


My Huſband, terrified with the Danger 
that IJ was in, ordered the Coachman to ſtop, 
and by this Attention obliging the old Count 
to look at me, he aſked his Son if he knew 
me ; he anſwered no, but that he thought 
the ſame Civility was to be uſed with Perſons 
unknown as with Friends, adding, that he be- 
lieved I was the Marchioneſs de Durnant's 
Daughter; upon which the old Count open- 
ing himſelf the Coach Door, begged that ! 
would come into it. My Huſband got di- 
realy out, took me by the Hand, and 
ſqueezing it gently, made me comprehend 
| ; | that 
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Mademoiſelle de Richelieu. 161 
that he inclined I ſhould accept of his Father's 
Offer. e ws Well ic 

T uſed the uſual Ceremonies upon this Oc- 
caſion ; but the old Count preſſed me ſo 
much, that T placed myſelf at his Side, my 
Huſband placed himſelf oppoſite to me, and 
we both of us ated our Parts ſo well that 
the old Man had no Suſpicion of our being 
acquainted 3 but, running out in Encomiums 
upon my Beauty, and in Complaints that 
Madam  Durnant reſerved for herſelf alone 
ſuch a valuable Treaſure, He difcovered a 
vaſt Deſire of being better acquainted with 
her: As Tonly took what he ſaid for meer 


_ Compliment, I anſwered him in the ſame 


Strain, and in ſuch a Manner as to give 
him a favourable Opinion of my Wit. 
3 iind rs e 19 iini IS 


HE carried mè home, alighted out of his 
Coach, gave me his Hand, telling his Son 
to go home without him, and that he would 
ſoon be with him, and with an Air of Liberty 
that ſurprized me, conducted me to my Mo- 
ther's Apartment, complimented her on the 


Happineſs of being Mother of ſo charming a 


Daughter, and begged that ſhe would ſuffer 


; him do are ſometimes in her Happineſs. 


- 


 Manan de Durnant was fo aſtoniſhed to 


ſee the old Count de Mirelle at her Houſe, 
and to know that T had returned in his Coach, 
that ſhe ſcarce durſt ſpeak. I obſerved her 


| Perplexity and haſtened to draw her out of 


it, by relating what had happened to me, 
71.4 2: affecting 
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162 The TRAVELS of 


affecting to have but a very flender Know- 
ledge of thoſe who had done me this Ci- 


vility. 


Tuk Marchioneſs then conceived that the 
young Count had thought proper to lay Hold 

of this Opportunity of making me known to 
his Father ; and in this Thought gave him a 
molt obliging Reception, thanked him for the 
Favour he had done me, and told him that 
notwithſtanding the Reſolution ſhe had taken 
to ſee no body, his Viſits would always be 
acceptable. The old Gentleman was charm- 
ed with this Permiſſion, ſaid a, great many 
flattering Things to me, and went away fully 
reſolved not to be a Stranger. 


J was at a Loſs to judge. A I had 
Reaſon to be pleaſed with this Adventure : I 
bad perceived that the. old Count looked at 
me with Eyes that expreſſed more than com- 
mon Sentiments ; and the Manner in which 
he had ordered his Son to. be gone had ſo 
ſhocked me, that I was very much al- 
armed, | 


= ſaw my Huſband the 3 Nig int, who 


exxeatelt Happineſs which could happen to 
Wir? his Father found me agreeable, by 
which Means he was perſuaded we would ad- 
vance our Affairs: I did all I could to be- 
lieve him, but a few Days after we had Rea- 
ſon to know that our Hopes were very ill 
ſcunded. 
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- Mpated my Fears, by telling me 66h it was 


S * K * 4 * WW 
by 8 F * n r 

1 r e e by: FABRICS. "x FE * 

wes Ne AO LE => FLO. * 25; i 5 
* > — ; ” 


— * 


YC 
FS 
E 


2 


— 


e = 
ob 
2 5 8 oi — 7 Sk 5 . . — 


e 


11 


e 


Nin * 
wo drag. 1 Ft 


2 
+2. 
2 
1 
ay + 
2 1 
8 
© Ag 
4 2 
S 
4 — 
8 
3% 
tas 
2 
__ 
. 
13 
* 
* 
EY 
5 
2 
3 
8 
4 * 
£8 
. 
* 
XJ 
of 
*. 7 
Rs. 
"I 
"4 
17S 
. 
3 
= 
IF 
£ 
5 
0 
7 
FY 


. 
PN 
398 
5 
* 
3 
13 
JS 
= 
v1 
3 a 
3 . 
: 


TN Tele 


Trouble: None can be more ſenſible than 
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Tax old Count did not let a. ſingle Da 
paſs without coming to our Houſe where he 
made very long Viſits; and, as my Bel- 
ly became ſo big that I could no longer appear 
with Decency, his Preſence began to impor- 
tune us terribly, and my Mother and I were 


eh how to get rid of his frequent 


iſits, when he: rendered us one from 


which ſprings. the Source of my Misfor- 


tunes, 


I come, ſaid he upon entering to intreat, 
that you*ll make but one Houſe of yours and 


mine, by accepting of me as the  Hufband 


of this fair Lady your Daughter, whom ] paſ- 
fionately love; I have imployed ſeveral Days 
in examining her; I have duly refleted upon 
this Alliance, and have found that I-could not 
make a better Choice to paſs agreeably the 
Reſt of my Days. My Son has an Eſtate in- 
dependent on me, ſo that I ſhall do him no 
Injury ; and moreover, I am accountable to 
none but myſelf for my Conduct, and what I 
think proper to do. I can't allow myſelf to 
think, continued he, that you'll refuſe ſuch 


an Advantage: if my Age be an Obſtacle to 


it, my Fortune deſtroys that Difficulty, and 
ought to determine you to accept of it. 


Tris Propoſal appeared fo terrible to me 
that it made me turn pale as Death : Ma- 
dam Durnant trembled in every Joint, but 
muſtering up all her Courage to conceal. her 
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164 The TRAVELS of 
I, ſaid ſhe, of the Honour you do me, and it 
is with the greateſt Grief that I am forced to 
refuſe it; my Daughter is promiſed, and! 
am ſpeedily to ſet out for Lyons, where her 
intended Huſband waits for her. 5 


Tris Evaſion came directly into her 
Thought as the moſt capable to put a Stop to 
the Count's Project; but the old enraged 
Lover anſwered, that ſhe might very well 
break her Word in favour of ſuch a Man as 
himſelf, and aſked the Name and Quality of 
the Perſon whom ſhe preferred ; the Mar- 

chioneſs excuſed herſeif, _ ſaying that ſhe 
was tied up from making a Diſcovery till after 
the Celebration of the Marriage. The Count 
de Mirelle turned furious at this, and ſtarting 
up with Tranſport, threatened her that he 
would find Means to break this Marriage, 
and to 2 revenged of an er Re- 


fuſal, 


My Mother who! wanted to being TR to 
Reaſon without provoking him, did all ſhe 
could toiſoften him, by proteſting that ſhe 
never would have come under any Engage- 
ment, had ſhe in the- leaſt imagined that he 
would have had any ſuch Thoughts; and to 
convince him that ſhe would think herſelf 
happy to have him tor her Son-in-law, ſhe 


begged he would allow her ſome Days to think 


of fome Method of diſengaging herſelf; The 
Count anſwered that he would give her eight 
Days; but if, after that, ſhe did not con- 


fent to unite me to * be would make her 
repent 
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repent in a terrible Manner, upon which 
he went out leaving us. in a very ſtrange Si- 
tuation. 4-3; | | 


HE had no ſooner left us than J gave a free 
Paſſage to Tears that were ready to ſtifle me, 
Madam Durnant was not much leſs affected 
than I, but more courageous, ſhe directly 
came to a Refolution. 


Oux Buſineſs is not to take up our Time 
with needleſs Regrets, ſaid ſhe, but to think 
of ſkreening ourſelves from this Man's Vio- 
lence, he is not of an Age that renders Love 
Proof againſt Abſence. The Count de Sa- 
luce not being here, Flight is the only rea- 


muſt be concealed. 


F have really Buſineſs at Zyons, which 
Want of Money always hindered me from 
ending, there we muſt go, Unknown in 
that Town you can be ſafely brought-to-bed, 
and without Apprehenfion of a Diſcovery, 
and as it is in your Huſband's Way to join 
bis Regiment, he may eafily come and. find 
you. We will change our Name, live un- 
known, write to. the Count de Saluce, and 
wait far his Return to appear again at Rom, 


and conduct ourſelves by his Advice. 


I found. this Expedient ſo. judicious that I 


| approved of it directly, and nothing troubled 
me but my Huſband's Conſent ;; but a Con- 


ference 


Mademoifelle de Richelieu. f 65 6 


ſonable Thing we can determine upon. The 
Time of your Lying- in approaches, which: 
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166 The TRAVELS of 
ference which he had with his Father diſpoſed 
him to every Thing we propoſed ; we ſaw 
him that Night , and told him the Motive of 
the old Gentleman's Viſits ; and he told us 
that he had come home with ſuch viſible Me- 
lancholy in his Looks, that with a View to 
diſſipate it, and not knowing that he had but 
Juſt left us, he had propoſed to make us a Viſit, 
begging that he would preſent him; that 
upon. this Propoſal he' had been tranſported 
againſt him in a ſurpriſing Manner, forbid- 
ing him abſolutely to go near us; adding, 
that I was to be his Wife, and that he would 
have Opportunities enough to render me his 
Reſpects as his Mother- in- law; that theſe 
Words had confounded him, and that he had 
waited with the utmoſt Impatience for the 
Hour of our meeting, to know the Truth of 
what he had told him. Here is an Accident, 
continued he, which I never ſhould have ex- 
= 1 ſee all the Conſequence of it, and 
T make no doubt but that, in this Occurrence, 
if the Count came to diſcover our Union, ht 
would leave no Stone unturned to ruin 
you. F* 


Ir the Count de Saluce were here I ſhould 
be more eaſy, but his Abſence forces me to 
conſent to yours: My Father has allowe 
you eight Days to give your Anſwer; leave 
this Place To-morrow, and give Orders that 
he may be refuſed Admittance during that 


Time, as if you were at home, but reſolve 
to receive no Viſits, and this with a Deſign 
to prevent his following you before you hav 


reached 
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reached Lyons; I all take Care to provide 
every Thing neceſſary for your Journey, and 
Join you before *tis long. 


TE poor Count de Mirelle was under 
; ſuch an Agitation that we could eaſily ob- 
E ſerve the Effort he made to conceal a Part of 
his Fears. We promiſed to execute what · 
ever he deſired: My Mother, who had ac- 
companied me that Night to ſpeak to him, 


were too moving not to be ominous of future 
18 The Count gave my Mother an 
Onder to take what Money ſhe wanted from 
the Count de Saluce's Notary, and we N 


| with a terrible Load of Grief, 

1 | Mapam Durnant employed the next Day 
„nin preparing for our Journey, and in the 
. Middle of the Night we went to the Coach 
that was to conduct us to Lyons. We found 
, 1 | my Huſband there in a poor Man's Habit, 
| } who under Pretence of getting Charity, ren- 


E without Domeſtics might have Occaſion for; 
4 and having ſeen us ſet out, hie retired. We 
11d : took fictitious Names, e remained maſked 
to during the whole Journey. 

vel ; 
ave As nothing extraordinary happened, on the 
tha Road: T ſhall ſay but Hittle about it, only that 
that we arrived at Lyons without any bad Ren- 
1velſ counter, and lodged at a Midwife's, judging 
fin that I ſhould ſoon have Occaſion for ſuch, and 
have that we would be ſafer there than any where 
ched elfe, 


was Witneſs to our Adieus : - Alas! they 


dered us all the Services which Women 
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168 The TRAVELS f 
elſe, theſe Sort of People being accuſtomed. 
to Secrecy upon ſuch Adventures 8 
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I wrote to my Huſband directly where we 
lodged, and what new Names we had taken; 
and by his Anfwer we were informed of his 
- Father's Rage, when,at the Expiration of the 

eight Days, he underſtood that we were no 
longer in Auvergne, and that no Body knew 
where we were gone; that he however. fuſ- 
peCted upon what my Mother had told him, 
but that he durſt not undertake the Journey 
on the Uncertainty he was under; that as We 
for himſelf he would ſet out the next Day 
after the Date of his Letter, and reckoned MW 
to be with us as ſoon as it, and he was as good 
as his Word, for he arrived a few Minutes 
after I received it, without Attendants or 
Equipage, having ſent all to the Regiment 
that he might have no Spies upon his Actions. 
Our Joy at meeting was inexpreſſible, and 
mine was ſo exceſhve that it brought my Pains 
upon me. fa 1 
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TE Count could not think of leaving me 
a Moment, and it was in his and my Mother's 
Preſence that I brought this Silvia to the 
World who is ſo dear to you, and whom! 
ſo tenderly love. My Huſband ordered the 
Midwife to take the two firſt poor Perſons ſhe 
met with to ſtand God-father and God- 
mother, to have her baptized by the Name 
of Silvia, and as a Foundling whom ſhe in- 
tended to take Care of : All this was per- 
formed ; but three Days after this Ceremony, 
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as he was croffing the Square called Belle- 
Cour in the Evening, muffled up in his Cloak, 
he perceived his Father a few Paces diſtant 
from him which greatly alarmed him, and 
haſtened him to our Lodgings : My dear Eli- 
zabeth, ſaid he, the Count de Mireille is in 

= Town, it's impoſſible that he can diſcover 
vou, but me he would, ſhould I remain any 
longer; ſo that I muſt be gone this very 
Night, however as you could not eaſily put 
my Daughter to Nurſe and bring her up 
without riſking a Diſcovery of our Secret, 
1 will put her with a thouſand Piſtols into 
ſure Hands, 1 don't remember the Perſon's 
Name to whom I defign to addreſs myſelf, 
but I know him tho' he does not me. I 
ſaw him juſt now going into a Houſe, I will 
go and wait his coming out, follow him 
home, terminate my Affair with him, that 
Moment take Poſt, and the Minute I arrive 
at the Regiment I ſhall write you his Name, 
what he is, and where he lives; and I here 
© give you a Paper with which you can retire 
Silvia, in caſe ſome Accident ſhould prolong 
my Abſence, N MINE 


he I firenuoufly oppoſed this Deſign, not be- 
al ing able to part with my Daughter, and to 
the truſt her to a Stranger; but the Count was 
(he { poſitive, and perceiving that my greateſt Un- 
od- ¶ calineſs proceeded from his not knowing ſo 
much as the Name of the Perſon'he was go- 
ing to ſeek, he confeſſed at laſt that he knew 
it; but fearing the Indiſcretion of maternal ' 
| Vol. I. | Q ws Love, 
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Love, he reſolved to keep me in the Dark 
*till the Count de Saluce returned, having 
abſolutely reſolved not to acknowledge Silvia 
for his Daughter ?till our Marriage could be 
declared. Madam de Durnant, who, not- 
withſtanding: her Courage, trembled for fear 
that this Child - ſhould diſcover the whole 
Intrigue, took Part with him, and forced 
me to yield, n | 
TE Count then taking a Pen in his Hand 
wrote a Letter which he afterwards cut in 
two equal Parts, of which he kept one half, 
giving me the other, and having tenderly 
embraced me took my Daughter in his Arms 
and left me in à pitiful: Condition by the 
9 Departure of two Perſons ſo dear to 


< 
6 


ic, I Was a conſiderable Time before 1 
got the better of, this Sepexation, which very 
much retarded my Recovery, during which 
Madam de Durnant only went out in the Night 
Time for Fear of meeting with the old Count f 
de Mirelle ; ſhe even ſaw him ſeveral Times 
near to our: Lodgings, but ſhe took ſuch Care 
to conceal herſelf that he could not poflibly 
diſcover her. 5 
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Ixi a little Time I left my Bed, and was 
ſoon in a Condition to take the Road hack to 
Riom, tho? very much alarmed at having no 
Letters from my Huſband; we received how- 
ever from the Count de Saluce wherein he 
wrote us that he was intirely recovered, and 
that he was going to ſet out Poſt for Lyons, 18 
in Order to free me from the Tranſports of I +; 
my old Lover, which made us reſolve to 

wait 
* f 
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wait his Arriyal that we might have his Com- 
pany to Auvergne. 


I had informed him of all our Steps, and of 
my Uneaſineſs about my Huſband : He like- 
wiſe knew that my Father-in-law was at 
Lyons, and we could do no better, in our 
preſent perplexed Situation, than to follow his 
Advice 3 at Length he arrived and came 
ftreight to our Houſe, I could not hinder 
myſelf from ſhedding Tears upon his firſt 
Appearence, he ſeemed to be under ſome 
deep Melancholy, I felt a fudden Damp 
upon my Spirits and aſked him haſtily if he 
1 had not heard from my Huſband, and what 
= was the Caufe of the Melancholy which I 
© obſerved in his Countenance ; he anfwered, 
with a Compoſure which cheared me up a 
little, that my Hufband had not wrote to him, 
= but that he knew by others that he was in 
good Health; that he had found ſo much to 
do about his Regiment that he had no Time 
to think of any thing elſe; that as for him- 
elf, what I took for Melancholy was the 
Y Effects of his e ee and the a 
| of bis Journey. 


94 


W | 
I Ti endeavoured to bllieve in 880 ea ing 
Diſcburſe my Mother and T informed 5 

of the Particulars of what had happened to 
Bs, and of our Fears from the old Count de 
Mi elles retaming fo long at Lyons, not doubt- 
| ing but that it was upon our Accounts. There 
is "nothing more certain, ſaic he, but you 
. to be afraid of him fince Tam here 
| . FX Q 2 | tos 
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too: I ſhall inform you to Morrow of what's 
to be done to prevent great Misfortunes ; in 
the mean Time get your ſelves ready to 
leave this Place in three Days, the Intendant 
is my intimate Friend, he will lend me a 
Coach, and I am reſolved not to leave you 
a Moment. +3 E 


5 

hb = 

4 
. 


2 
" 
"* 
abs 
0 
I 
107 
1 
(7 
F „ 
1 
. 
mate 
BN: > 
e 
1 9 
WAL 
ANY 
CUI 
n 
Ae 
«1. hi 
1 4 
W 
We 
ft 
143 
. 
2 UT 
1 5 
[1 
, 4 \ 
* * 1 5 
25 
0 TY 
- *% 
Y . 
J's: 
al ** 
8 
L [ 
395; 3:0 
een 
1 
73 1 
40 4 
v4 o 


” ar Bis COTE) * 
e 5 „ 
'Y * CIS Wb * + - ©, ; 


1 

ſ 
ig 
g 
1 


I am very ſorry that your Huſband did 
not tell you in whoſe Hands he put your 
Daughter, becauſe I would. have taken 
Charge of her myſelf, he will perhaps ſoon 
let us know, and we can always come and 
demand her. After which pretending ſome 
Buſineſs he left us, promiſing to return early 
next Day, Madam de Durnant remained 
for a Moment alone with him in a kind of 
Antichamber, and when ſhe returned I obſer- 
ved her Eyes dim with Tears: My Trouble 
augmented, and I conjured her to tell me what 
paſſed 3 the wanted to perſuade me that 
was: alarmed without Cauſe, but her Coun- 
_tenance belying her Words, I threw myſelf 
at her Feet, and preſſed her in ſuch a Man- 
ner that not being able to withſtand my 
Sollicitations: Well, well, ſaid ſhe, your 
Huſband is dangerouſly ſick, and that is 
zuſt what troubles the Count de. Saluce and 
me, and what we did not care to tell 
ou. {+ rf „ 


An tis done, cried I, the Count is dead, 
and I am undone. The Marchioneſs made 
no Anſwer but with Tears, which confirm- 
ming my Suſpicions, plunged me N 
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= — * tetrible Piſpair; my reaſon abandoned 
= e and Lwanted to kill myſelf, I was deaf 


4 = Thing, Duty, Reſpect, Religion, 
. bn were forgotten in this fatal Moment. 1 
| paſſed ifour Hours in this Condition, 


Madam de. wat 155 my Nurſe, and our 
n ng. in 1950 all their Elo- 
ene to ca . Torment Was too 
iohent to be laſting, I. Wanke bnd it; che 
Fever ſeized mis, and from“ the firſt Moment 
nn in Danger. LON i Bey 
-2M4 2110 1a io $:4 1633 bs £4 " 
Tax Count de Saluce finding me a too 
bad a Way to think of any Thing but my 
'Odnſdviite; Brought à Man of Merit to take 
Care ef it'p and having truſted to Him under 
a fle Promſt aaf Seerecy, every thing 
that regarded me, hechegged he would uſe 
his bett Efdeaveürs vt bring me again to 
the Uſe"6F'Reafon, which would” facilitate 
the Cure of my Bodily Epen FAME. > 
307! It 77 vo! rr gs J Nell 
„ Naeffect, echten Man applied if bimſelf 5 
in ſo fervent a Manner, that he by Degrees 
rendered me more calm; and ſhewing me by 
Motives of Religion how für my Grief of- 
fendedꝭ him - whom we: ought. to ſacrifice 
every Fhin 6 heput-me-in a Condition of 
receivir the Ach nce err to 8 
my De. H Fi! 17 l sn, 
ade ai lid r reit de 0 
ad, Te. is 3 what Cure the Count A» 
ade Saluce took of me when I was out of Dans 
r, and when he was aſſured that I ſhould 
n Tears upon the Loſs of my Huſ- 
23 band, 
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band, he informed me that he died ſuddenly 
upon his Arrival at the Place where his Re- 
giment lay; that they had found feveral Let- 
ters of which a Packet had been made and 
tranſmitted to his Father; that ſome of them 


were from me; but as I had the Precaution 
of calling him Couſin, and of ſigning Dur- 


nant without adding Mi. relle, he found Meam 
to appeaſe the Fury inte which the Correſ- 
pondence that appeared by theſe Letters had 
put him, and that he would inform me of the 
Expedient he had made Oy: of after our Re- 
turn 50 Riom. ! 


% r 
Gun! 


I Was ſo indifferent as every things that 

I had no Cuxioſity upon this Article, tend not 
ieving that, after the Death of my Huſ- 
band, had any Thing to fear from bis Fa- 
ther, ſince my Marriage was to be buried in 


eternal Silence, I anſwered Monſieur de Sa- 
luce that the Count de Mirelle was no longer 


formidable to me; that even his Love did not 


alarm me; and that by er 99's You 
* would 1d forget dee. og 0 1k, 60 


He is more to be dreaded than * appre- 
hend, anſwered he, Love with People of his 
Age, vcr into. Nee, mg oh when 
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or your ; Love, d that you — endeavour to 
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ſecure yourſelf from the Count's Reſent- 
on eil! „ n 13G 7 dene 71 i 
-, Tas Remembrance of my Daughter re- 
vived all my Misfortunes, and the Hopes 
that the Count de Saluce gave me of ſeeing 
her again ſome Time or other, determined 
me to be wholly directed by him. We left 
Lyans; as he had concluded, in one of the 
Intendant's Coaches, and returned to Rom, 
where the Count your Father, for Reaſons 
which he promiſed to communicate to us, 
inſiſted on our Lodging at his Houſe. He 
had left at Lyons one of his Valet de Chambre's, 
in whom, he' confided, with the Half of the 
Letter which my Huſband had given, to 
E endeavour to find out thoſe who had the 
other, and to take my Daughter out of their 
Hands. I had even long inſiſted not to leave 
Tons till this Search was made; but he op- 
poſed this Delay, and forced me in a Manner 
to leave that Place, by aſſuring my Mother 
e that we were not ſafe in it, ſo that I was ob- 
ge t οuq gb, ht 
mot ii e ĩͤ 346 71 
Duni the firſt Days after our Arrival 
at his Houſe I ſeldom ſaw him, he went out 
very early and returned very late, and ap- 
peared to be employed in Buſineſs that gave 
him no Reſt. My Mother and I eat by our- 
ſelves in my Apartment; and no Mortal be- 
1g admitted to viſit us, by the Count's par- 
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4029 nee ad 93! Chung ee 
Taz Marchioneſs was extremely melan- 
choly and uneaſy ; but as I thought I had no 
lefs Subject than ſhe to be affticted, I gave 
no great Attention to the Trouble with 
which ſhe ſeemed; to be agitated 3 and be- 
lieving that the Reflections I made! myſelf on 
my preſent Situation were the Cauſe of it, 7 
did not think it ſtrange that ſhe Was affected 
by it. In Effect, : I found myſelf Widow! of 
a Man extremely rich without a ointure, 4 
Mother without daring to own it, and with 
out Hopes of leav ing the leaſt Fortune to my 
Daughter, nor the Conſolation of beafing het 
Father's Name, in caſe Tſhould happen atary 
Time: to find heb. uf you din tan. 
ads bes oflg t 100 but o 1p0vs»bn 
Tits Situation, Town,” 8 
Honour, Glory, Intereſt, and \Selflove, 
were ſo cruelly ſhocked that it was linpoſſible 
for me to be eaſy and my Marria e appear 
ing no longer to me but: asu, Engagement 
which; wanted the neceſſary Formalties 0 
render it good, I no longer IogkGANDApon my- 
ſelf but as the Object of an unlawful Amour, 
and as a Woman who could no longer appear 
in the World without Confuſion. Such were 
my Thoughts, and which T believed to bemy 
Mother's tod, when after Having beerveigh | 
Days at the Count's Houſe without nee fee. 
ing him, lie came into my Apartment. 
e nee a yd. e mi n bentrinbs 9 
IT Obligations we had to him rendeyg 
his Preſence always agreeable : Is it poffe- 
faid I to him in a friendly Manner — 
7 1 | 
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knowing yourſelf to be our only Conſolation, 
you ſhould ſo long deprive us of your Pre- 
ſence, We have every Moment fince our 
being here received Proofs of your generous 
Attentions ; but I own that their not being 


much of their Value, Ce / 


Tais obliging Reproach, Madam ſaid he, 
flatters my Heart more than you imagine, and 
I can make no better Return than by giving 
you effential Proofs that the Time I have 
paſſed without ſeeing you has been wholly 
employed upon your Account, But before 


4 I tell you what I have done I muſt inform 
© you what Steps the Count de Mirelle has 
taken, which can no longer be concealed from 


MADAM Durnant, whom. 1 informed of 


every Circumſtance, on Condition that ſhe 
= ſhould not let you know the leaſt Tittle of it 
for fear of augmenting your Grief, knows 
with what Zeal 

cate you out of the moſt cruel Labyrinth that 


I have endeayoured to extri- 


Tux old Count de Mirelle, continued be, 


mad at your Flight, and the Contempt of his 
Love, followed you to Lyons with no other 


Deſign but to be revenged; and as your Mo- 


; ther had told him that you was to be married 
there, the firſt Days after his Arrival were 
employed in ſeeking you every where, in vi- 


fiting the Churches where the Ceremony of 


accompanied by your Preſence diminiſhes | 
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your Marriage might have been performed,ang 
going to all the Notaries where the Contract 
of Marriage might have been paſſed ; but 
diſcovering nothing, and finding even none 
who knew you, he had Recourfe to the 
Intendant, repreſenting Madam Durnant and 
ah as very irregular Women, againſt whom 

e had juſt Cauſe of Complaint, and who for 
bad Actions, which he would prove in Time 
and Place convenient, had ſecretly. made your 
Eſcape from Riom in Auvergne to come to 
Lyons, believing yourſelves in Safety there, and 
demanded an Order to have you both taken 
up in caſe you could be found out. 


Tus Intendant, a Man wiſe and prudent, 
anſwered, that he could not come to ſuch 
Extremities againſt Women whe were not 
under his Juriſdiction, without an Order 
from Count ; that ſince he had Proofs of what 
he alledged, he might inform the Miniſtef, 
and procure a Lettre de Cachet, which he 
would without Difficulty put in Execu- 
tion. | 1 e 


Tux Count very much diſſatisfied with 
this Delay, but fertile in wicked Contr: 
vances, and ſure of his Credit at Court, 
wrote immediately to one of his Friends to 
ſollicit this Order upon: Accuſations needle. 
to rehearſe to you, and refolved' not to leave. 
Lyons till the Thing was executed, hopinz - 


An te Had you out. 
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Ir was much about this Time that you in- 
formed me of his Love, and of your Uneaſi- 
neſs at Lyons, which your Huſband confirm- 
ed, preſſing me to return, becauſe he was ob- 
liged to join his Regiment. As L was much 
better, and had finiſhed my Affairs, I took 
Poft ſome Days after for Auvergne, in hopes 
to find Mirelle, but inſtead ef that I found a 
Letter from a Friend belonging to the ſame 
Regiment informing me of his Death. You 
know too well my Tenderneſs for him, to 
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came more neceflary than ever to you, and 
that the old Count not being at home had fol- 
lowed you, I got into my Poſt Chaiſe and 
took the Road to Lyons coming ftraight to 
your Lodgings, being willing to know if 
you was informed of your Misfortune ; and 
perceiving that you was ignorant of it, I ſaid 
nothing to you, but informed Madam de 
EDurnant, begging ſhe would be very circum- 
ſpect in letting you know the diſmal Story, 
end 


HA 


0 


4 ' ; att-yrrs; 1 55 | 
| 2 | N . . . 
ur, IN Reality your Situation appearing to me 


55S 


ſo be extremely cruel, and believing myſelf 
partly Cauſe by the Marriage in which I en- 
aged you; I reſolved to ſpare nothing to ren- 
er you Miſtreſs of the Fortune which you. 
Wight have expected from your Huſband, if 
Jour Marriage had been in due Form; but as 
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to aſſure you that I would never abandon 


un was impoſſible to bring about this by ordi- 
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nary Means, having a Son and Nephew who 

ate to ſhare in the Count's Succeſſion, I be- 

thought me that the ſureſt Way to ſucceed in 

my Deſign, and to ſave you from the Proſe- 
eutions of your Father-in-law, was to make 
you paſs for my Wife, i 


Fur I. of this Idea, which I only reckoned 
to put in Executien after your Return to this 
Place, and not to communicate it to you till 
the Violence of your Grief was ſomething 
abated, I went to the Intendant's that he 
might not reproach me of having been in 
Lyons without ſeeing him. As our Friend- 
ſhip is almoſt dated from our Birth, and that 
in our Youth we went through all our Exer- 
eiſes together, our Interview was reciprocally 
agreeable and friendly : Having conduQted 


Ms: ELL 3 * 0 


me into his Cloſet, by what Adventure, y 
dear Count ſaid he, are you here? Is it te 
Count de Mirelle's Affair that brings you 
hither ? And is it to that Madam de Durnant, ! 
who gives him ſo much Trouble, that I owe F EF 
the Pleaſure of ſeeing you at Lyons ? 'F 
As I was as yet ignorant of the Count « 
Projects, I was extremely ſurprized at this W# 7, 
Diſcourſe, and aſked him with a good Deal MF 7, 
of Concern, if he knew Madam de Dur- ar 
nant, and what Affair it was he ſpoke co 
of. How now, anſwered he, you are 2. to 
Lyons and ignorant of your Kinſman's being to 
here too. I know that he is here, an- de 
ſwered I coldly, but I do not ſee how that br 
can intereſt. the Lady whom you mentioned hi 


and 


Mademoiſelle de Richelieu. 18x 
and you will render — Service 6 
e 21 11 FR HD Jens glows 


SY 


mid Hmong it 1 | Ni: i r 
+1 Adee neee he, that 1 bare 
bei too : mueh, but no Matter, you are too 
dear a Friend to conceal any Thing from you, 
particularly when you tell me you are con- 
= cerned]: After that recounting all that the 
Count: de Mirelle had done: againſt you and 
your Mother, not forgetting the Lettre de Cacbet 
which he expectad to have you arreſted, he 
threw me into an Aſtoniſment which I cannot 
expreſs; but taking my Reſolution directly: 
What you tell me, anſwered I, deſerves that 
I ſhould/put this old Fool to Death with my 
own Hand. Madam de Durnant is a Wo- 
man of Qualitys in Reality poor, but who 
has not the leſs brought up her Daughter 
Y virtuouſly, and I was fo well convinced of 
| her Virtue and Modeſty that IL, have made 
her Counteſs de —— What replied the 
Intendant, quite conſounded, this young 
Lady the Object of Mirelle's Rccuſation is 
= your Spouſe ? Yes, anfwered I without Heſita- 
tion, Reaſons that you'll eaſily conceive forc- 
ed me to conceal-this Marriage; but Madam 
de Saluce having ſent me Word that the Count 
heal de Mirelle was for forcing her to marry him, 
rand that to be rid of him ſhe was obliged to 
oke come and wait for me at Lyons, where I was 
to paſs upon my leaving Paris, I took Poſt 
ein; to come and join her, with an Intention to 
an: declare my Marriage, and by that Means 
that bring the Count to Reaſon ; after that, giving 
edi him a particular Account 'of his Viſits and 

and Vol. I. 8 T breats 
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182 The TRAVELS of 
Threats as you had informed me, and in 
ſhort wholly diſplaying his Character, T put 
him in the greateſt Fury againſt him for 
having attempted to impoſe upon him, ſo 
as to oblige him to expoſe Perſons: ſo reſ- 
pectable. n en 


Mr dear Count, ſaid he, be afraid of 
nothing; return to Riom with your Spouſe, 
don't delay to render your Marriage 3 
and 1 ſhall write to Court in ſuch a Manner 
that the Count de Mirelle ſhall have no great 
Reaſon to be ſatisfied. I thanked him, and 
earneſtly intreated that he would not let the 
Lettre de Cachet go out of his Hands, which 
he promiſed, and that it ſhould be ſent to 
me as ſoon as he had baffled the Count's 


ſ Ls. * £ 
* 


I agreed with him to leave à Valet de Cham- 
bre at Lyons to whom he might truſt what he 
had to write or to ſend me, and having aſked 
him the Uſe of a Travelling Coach, he 
readily granted my Requeſt. This is, Ma- 
dam, what obliged mè to take you away fo 
abruptly beſore you was perfectly recovered, 
and what made me bring you directly to my 
Houſe, with a View to give more Authority 
to what I had advanced, 


+ 


4 


As you was not then in a Condition to 
ſupport a Diſcovery of the innocent Stra- 
tagem I had made Uſe of to ſecure you in 2 
Jointure, and to protect you from the Et- 
fects of the Count de Mirelle's hatred, 1 

OM contented 
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oy Mademoiſelle de Richelieu. 183 
S eontented myſeif with publiſhing every where 
this pretended Marriage: the Town of Riom 
is full of it, all my Friends and the whole 
Ladies wait with Impatienee the Moment of 
paying you their Compliments. Your Ene- 
my wearied with Waiting at Lyons for the 
Order which he expected from Court, is 
returned; and the firſt News he heard upon 
his Arrival was his Son's Death and my Mar- 
riage with you. Leſs ſenſible at the Loſs of 
the young Count, than ſurprized at our 
being united, and the Packet of Letters which 
had been ſent him, making him believe that 
he would be revenged on you, by proving 
your Commerce with his Son, he ſent: Yeſ- 
| terday to beg I would grant him a private 
Audtence.” 5 5! Ye e 
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| I went to his Houle, | and the Moment he 
ſaw me: Can I give Credit, ſaid he, to what 
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, 5 is reported, *tis ſaid you have wedded Miſs '$ 
1 Durnant. Nothing is more certain, anſwered | 
+ I coldly, it is but fifteen Days ſince I de- 

„ | clared my Marriage, but the Ceremony was 

o We performed fifteen Months ago at my Seat 

a, of Saluce, and you now fee that it was not 

in her Power to accept of your Offer: He 

1 bluſhed at theſe Words, and was almoſt 


© aſhamed to look at me: Why might ſhe not 
have told me, replied he. I had forbid her, 
ts interrupted I, your Son alone was in the Se- 
a. eret and puncuagky kept it. 


ri. -- NeveRTHELEssS, continued I, I am in- 
1K formed that there were Letters found about 
ted Wo R 2 him 
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bim from my Spouſe, who having only 
figned the Name of Durnant, they had been 
fent to you, | oblige me to return them, 
Madam de Saluce inſiſts on having them, and 
J don't incline to let them remain in other 
Hands. I cannot repreſent the Count de 
Mirelle's Confuſion in ſeeing by this all his 
Projects miſcarried, he could ſcarce ſpeak; 
but aàs he knows me, andi that I am not a 
Man to be triffled with; he thought it was 
beſt to deliver them, telling me that you 
wrote too tenderly, and that he pitied me 
to have made ſuch a ©hoice. dans 


"Ts am very 1 pleased with it, anifivered 
| * but whatever may ein it, I ſhall not make 
Uſe of Lettres de Cachets to be revenged 
and retiring after theſe Words I left him load- 
ed with Shame and mad with Spite. My 
Valet de Chambre arrived Yeſterday from H- 
ons with a Letter from the Intendant, which 
informs me that the Court incenſed at the 
Count's Artifices had forbid the Execution 
of the Order againſt you, which he has ſent 
me barred and tore. He writes me alſo, 
that Mirelle will be called upon to give an 
Account of his Conduct, and of the Motive 
of his Accuſations. Fhis Victory obtained 
by my Care and Application, continued the 
Count de Salute; making me hope that you 
would not diſſaprove of the Cauſe, 1 reſolu- 
ed to inform you of cl. HF... | 


- HowrvseR,' aut grs believe that 


in 8 * ** * any: Wife, 3 
Ice 


Mademoiſelle de Richelies: 1895 
force you to be ſo; I render myſelf Juſtice, 
and conceive eaſily that a Heart filled with 
the Remembrance of a moſt lovely Huſband, 
can have at moſt but Sentiments of Eſteem 
for a Man of my Age: Had I found other 
Means of ſecuring you in a Settlement, I 
would have preferred them to that of oblig- 
ing you to paſs your Days with me. 


A blind Paffion did not ſuggeſt them to 
me; as perfect a Friend as you. can be a 
faithful Spouſe, I have too great a Reſpect 
for the Memory of your Huſband to become- 
his Rival even after Death; the Friendſhip. 
J had for him and your unhappy Situation 
have inſpired me with them, and your Ten- 
= derneſs for him as well as what you owe to 
the Fruit of your Love, and the _ of your 
E Reputation oblige you to take the Benefit 
of them; had I allowed you to keep the Name 
of Durnant you would have been conſtantly 
= expoſed to the Love or Hatred of your 
Enemy, and by letting him know that he 
is your Father-in-law, that Divine and Hu- 
man Laws have conſequently put an invin- 
ceible Obſtacle, to his Wiſhes, he had a Right 
and would certainly have diſanulled a Mar- 
rage contracted without his Conſent, his 
don not being in an Age to diſpenſe with it 
ſo that yon muſt have been deprived of a 
Maintenance upon Account of your Marri- 
age, and even I myſelf would be deprived of 
the Satisfaction of aſſiſting you, as I could 
not lawfully favour a Stranger in Prejudice af 
it my Son; but in marrying you, I can, withs, 
Wo 3 3 
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thout doing him any” Injury,” iniake ſack a 
Setilement on you as will enable you to 
ſupport your Rank Ufter! my Death, and tor 
_ a mogefate Fortune to your Daughter, 
if you ſhould, happen to find ani KY Dur- 
g m Life J make your's eaſie, 1 remove 
your 2 Wenne about your Mother” Fate, 
and I make her eaſy about your's: Motives 
ſo preſſing ought to determine you, to ratify 
the Report I have ſpread Without the leaſt 
Hefiinton ; ; and as my Son and Nephew, 
when at Age, would not be obliged to be 
lieve you upon your Word, that it is not 
ſufficient that you and l verbally acknowledge 
our Marriage, and that there may be Au- 
thentic Proofs to prevent Diſputes, I have 
cauſed draw up, a” Marxiag e Contract which' 
I” have ſigned, and WI is going to be 
brought for your doing ſo- too: After this 
we ſhall” go to my Country” Seht; where we 
will de age very "privately, ' And I Will 
take Care that the Time of the Contract, 


and the Celebration of the Marriage, ſhall be 


conform to what I baye given out; but I 


ſolemnly proteſt that I il not take the Ad- 


vantage of the Right w ich fuch Ties may 


give me to yohrPoſfeffon, and Whatever Hap- 
pineſs I may imagine to myſelf in the En- 
Joyment of ſo lovely a Spouſe, 'T renounce 
all pretenſions to it; my Deſign being only 


to ſerve you as, 4 Father in becoming your 


Huſband, and to require nothing of you but 
the Sentiments of a Daughter for he F ather, 
which J reſolve to be * Adoption. It is 


continued Madam 
ds 


difficult my dear Count, 


* 0 2 op „ Deere ad — G 1 828 n 


* 


. Mirelle, to expreſs the Concern J was un- 
Rather. . Tick \ a. 10 We! 2 wg 3 $32 
Jͤͤͤ Hil) anydl os 4 alle $8919 05 
Ty Dread of the Danger to which Thad 
been expoſed by my Father-in-law's Artifices, 
the Joy of having eſcaped, the Surprize of 
paiſing in the Opinion of the World for Coun- 
teſs de Saluce, the Manner in which the 
Connt deſigned to make my Fortune, and 
the indiſpenſable Neceſſity I was under to 
aceept of the Propoſal, raiſed ſuch tumultu - 
ous Thoughts in my Mind, that T was a long 
Time before I could come to any ſettled Re- 
folution. 2 WS; r 2 5 


i 4 . 


* 14 > 


Anfwer : I muſt be, faid I, the moſt un- 
grateful Woman upon Earth not to be ſen- 
fible of fo many Benefits; and T' own that 
it is with great Grief J find myſelf incapable 
of acknowledging them with all the Tender- 
neſs they deſerve. No, fimple' Friendſhip, 
how great ſever, does trot reach to what 
they deſerve, and it is, for my Mis fortune; 
the only Recompence in my Power to make; 
your Age is no Obſtacle to more tender and 
lively Sentiments: As that of my Huſband 
was not the Motive of the Love with which 
he inſpired me, and that it was alone owi 

to his excellent Qualities, thoſe which you 
poſſeſs would produce the fame Effect; were 


even Gratitude” itſelf would contribute to- 


wards it; but I will not conceal from you 
53 that 
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\ Int fine 3 pereeiving that he waited for my 


a de . ; TELE ' . 1 8 
my Heart capable of loving any thing now, 


2 


So „ 
— 3 
3 e 
4 ce, — inn n N — — 
„ DD . = =, 
„„ 


— Anne A — * * 
- * 08,5 a 


— 


1 © 
— — 
2 - 4 s 
a on N 
- * * 3 RET = 
> 6 o o =_ 
* _— l — l ——_ _—_ 
2 —_—— _ — 


1 


188 The TRAVELS of 
that the Count de Mirelle is imprinted in it in 
a Manner never to be defaced ; I ſhall love 
him to the laſt Moment of my Life, I can 
love none elſe ; my Eyes ſhall be perpetual 
: Fountains, he ſhall ever be preſent to my 
Thoughts, and I ſhall preſerve an inviolable 
Fidelity to him, 3 


1 I ſee but too plainly that it is for my Ho- 
nour and Safety to accept of what you pro- 
poſe, and ſupport what you have advanced, 
of which I know all the Conſequences, and! 
am ready to do what you defire, but it is upon 
the Conditions that you have preſcribed to 
yourſelf, that you will not endeavour to in- 
fringe them ; that you will not reproach me 
for my Indifference; that you will be truly 
my Father; and that ſatisfied with my At- 
tachment to you as a Daughter, you will 
never, deviate from the Innocence which 
Titles ſo pure and facred require.. 


I have already promiſed it, Madam ſaid he, 
and the Motive which engages me to it ought 
to make you eaſy, Madam de Durnant en- 
tered as he ended theſe Words; ſhe was in- 
formed of every Thing; and the Apprehen- 
ion ſhe was under that I ſhould oppoſe this 

Deſign was the Cauſe of her Melancholy and 
Agitation. 31 72 | | 
Tux Count no ſooner perceived her than 
he ſtept to meet her with a Joy viſible in his 
Looks and Actions: Come Madam, faid 
he, come and ſhare in my Happineſs, 5. 


aid 


Mademoiſelle de Richelieu. 189 


let Death alone now ſeparate us. The Mar- 
chioneſs judging by this Diſcourſe that J had 
given my Conſent, came and embraced me 
with Tears in her Eyes, Floods run from 
mine; and I dare aſſure you, that without 


the Deſire of rendering her happy in her old 


Age, and to do for her what ſhe had neglect- 
ed to do for me; I ſhould have, perhaps, re- 


jected an Advantage which was to than 1177 95 


chaſed by ſuch a Deceit. 


Tk Count's Notary arrived and read the 
Contract in my Preſence, the Proofs of his 
Generoſity appeared ſo viſibly in every Line, 
that I could not find Terms to expreſs my 
Gratitude: Ib ſigned it, Madam de Durnant 
did the ſame; and the next Day we fet out 


I fori his Caſtle af Saluce, where the Count had 


told his Friends I was canſined N an Indif- 
poſition. . 826 2 


As he pad LT HAT all his P we 


were married next Night, which was for me 
the moſt terrible that I' had as yet paſſed, by 
the Remembrance of my unfortunate Huſ- 
bands, upon ſeeing myſelf obliged to give my 
4 Hand to another in the ſame Chapel where 1 
bad for ever tied myſelf i to hae _—_ en 
: Months before, it 1 | at 


BuT in ow, I od my Conſolation f in 


the noble Procedure of 'the Count, who, 
faithful to his Word, had for me from that 


Day the Tenderneſs of a Father, and the At- 


tentions of a perfect Friend. We returned 


to 
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190 The TRAVELS Of 


to Riom where I was viſited by the whole 


Town. The Count was fo generally eſteem- 
ed, that there was no Perſon of any Note 


who did not think it their Duty to oblige | 


me. I did my beſt to ſupport, with a good 
Grace, the Title of his Spouſe, and every 
body was deceived ; the mutual} Complaiſ- 


ance which we had for one another giving 


room to believe that there never was an In- 


ſtance of ſtronger Love. * 


Tux Count de Mirelle was the only Per- 
fon who was grieved at this Marriage; he 
had been obliged to go to Court to juſtify 
himſelf, and had Difficulty enough to get out 
of the Scrape; but, the Count de Saluce un- 
willing to proſecute him,” his Friends got 
Matters made eaſy with the Miniſter ; fo that 
he was quit for the Trouble and Expence ofa 
Journey, and the Shame of being' univerſally 


_ deſpiſed. 


Hz did all that was in his Power to cut 
off the Intail of his Eftate, but he could not 
ſucceed; and fatigued with vain Endeavours 
to hurt us, he was forced to let us alone. 
When I faw all theſe Troubles at an End, 1 

d the Count to allow me to retire to 
Saluce. The Reſolution he had taken never 
to conſtrain me made him conſent. * 


T therefore left the Town of Riom with a 
Deſign to return no more to it, and for the 


future to employ myſelf only in Piety and 7 
Devotion, and in your Education, which Þ 


your 
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your Father committed to my Care, I had 
the young Dantin brought there that he might 
be educated with you; and while I ſent al- 
moſt every Year to Lyons to diſcever if 


an unknown Girl upon their Hands, who 


to render the Marquis and you worthy of the 
Blood from which you ſprang. I ſucceeded 


finding Silvia of whom I could hear no News, 
but tho' the young Dantin poſſeſſed Admi- 
rable Qualities, tho? I loved him very much, 
and tho' he was as ſubmiſfſive to me as I 


wit and Sentiments that you gained a ſupe- 
rior Place in my Heart, perceiving that I 
bad the Fondneſs of a Mother for you, I 
forgot nothing that might inſpire you with 
the Sentiments of a Son for me; that when 
you had attained to the Age of Manhood, 
you might not be offended at what the Count 
to r eſtore every Thing to you if my Daugh- 
ne. N Hs 
„11 You anſwered to my Endeavours accor- 
ding to my Wiſhes, and you began to make 
me forget my Loſſes, when Heaven thought 
fit to bring them back to my Memory by 
the only Ones that could then affect me. 
th 2 That of Madam Durnant was the firſt, ſhe 
the had accompanied me in my Retreat, and 


to 
eve 


hich and Picty, 
yout Fett REN SHE 


ſome one or other did not complain of having 


— 
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was a Charge to them, all my Study was 
5 much better in this Deſign than in that of 


3 could deſire, yet you exceeded him ſo far in 


ather had done for me, well reſolved 


and made it highly agreeable by her Complaiſance 
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Stx was ſeized with a violent Fever, and, 

notwithſtanding my Care and the Count 4: 
Saluce's who was almoſt always with me, di- 
ed after a three Weeks Diſtemper. My 
Grief was heavy, and the Count ſpared no 
Pains to comfort me, tho” he himſelf for ſome 
Months was opreſſed with a Melancholy which 
nothing could diſſipate. His Health *was'too 
P to me not to have perceived it, and WW 
I had employed every Thing that I thought 
capable to divert him without ſucceeding 
but at certain Times: However he had ſuch 
a Command of himfelf the firſt Days after 
my Mother's Death, to oblige me to get the 
better of mine, that I flattered myſelf his 
Change of Humour had no eſſential} Cauſe 
He even ſet out for Riom, where the Death 
of the old Count de Mirelle called him, ap- 
parently in ſuch a Temper as to perſuade 
me I had been deceived; but he had ſcarce 
_ terminated the Affair of this Succeſſion, then 
he fell | ſick and ſo dangerouſly; that, diſ- 
pairing of Life, he difpatched a Meſſenger 
to entreat I would come and'receive his laſt 
Sighs. 


Ln 


You may judge what a terrible Blow thi - 
News was to my Heart; Eſteem, Gratitude 10 
and Friendſhip, had made too deep Impreſſiom W | 
upon it to loſe him with Tranquillity : 1 had A 
found in him a. Protector, a'BenefaCtor, k 
Father, and a Friend, who had acquitted 8 
himſelf as ſuch in ſo uncommon a Manner, 
that I did not imagine there could be an 
111% | Happineſ 


Hed 


| Mademoiſelle de Richelieu. 193 


Happineſs for me in the World after his 
Death. | 5 


I went in all Haſte to Riom, and my Pre- 
ſence ſeemed to procure him ſome Eaſe, he 
ordered his Servant to retire, and begged that 
I would approach his Bed-ſide, which J did 
drowned in Tears: Moderate your Grief 
Madam, ſaid he, whatever Satisfaction I may 
feel in knowing that my Loſs affects you, I 
would not have your Remembrance of me 
to diſturb your Peace: It is now Time to 
= finiſh my Career, and tho* the Load of 
= Years were not to oppreſs me, I feel a 

Flame within me ſufficient to abridge my 
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, Days ; it would be ſhameful. for a Man of 
- my Age, and in another Condition than mine, 


| to confeſs that Love has ſurprized him, and 


y that Death is the Conſequence of the Efforts 
4 be has made to conquer it; but I think ſuch 
5 3 a Confeſſion in this Moment is pardonable. 
en HEAvEN is my Witneſs that this Paſſion 
if had at firſt no Hand in what I did for you, 
ger and that Compaſſion and the Remembrance 
al of a Friend who was as dear to me as myſelf, 
were the only Motives ; but, Madam, I had 
il but a lender Knowledge of you then, I was 
14: * ſtranger to the Sweetneſs of your Temper, 


the Charms af your Wit, and the Solidity of 


* your Virtue ; the Experience I have made of 
„chem has proved fatal to me: Scarce did 1 
180 know your Worth when my Liberty fell a 


| Sacrifice to the moſt violent Paſſion wh ch all 


ner my Reaſon could not conquer: Ah! how 


an 
nel 


Vol. I. 1 could 
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could I, fince you augmented it every Mo- 
ment; however, calling back my Reaſon, I 
concealed from you the Trouble of m 
Heart, I got the better of the Laws which 
might have authoriſed my Flame, to fulfil 
my Promiſes: A Huſband without daring 
to {5 ſo, I forced my Love to Silence, that! 
might not offer to your Preſence but a Father 
and a Friend, perſuaded that under Names {6 
reſpeCtable I ſhould gain your Affection; 
e if J could have been ſatisfied with that 
which they require; my Reaſon told me that 
it was ſufficient for a Man of my Age, but 
Love demanded ſomething more. I con- 
demned it to Silence by way of Puniſh- 


ment, and it revenges itſelf on me by 
3 | 


'NeveRTHELEss I dare flatter myſelf that 
to acknowledge ſuch a Sacrifice, not having 
been your Huſband during my Life, you'll 
permit me to be it after Death, by leaving 
vou Tutrix to my Son; deign till to be a 
a. Mother to him, let your: "Care, Advice, 
and Wiſdom hinder him from perceiving 
the Loſs of his Father ; and if in the Sequel 
;he is worthy of your Confidence ſpeak to 
him ſometimes of a Man who dies vou 
Slave. 


M Aſtoniſhment and Grief 4 this Dit- 


courſe may be better imagined than expreſ- 
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ſed ; ſeized with Admiration, penetrated wirf 


Gratitude, and touched with a real Ten- 


derneſs, I could only anſwer the Count with 4 


3 J Sigh 
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Sighs and Groans, I threw myſelf upon my 
Knees before his Bed, took his Hands and 
watered them with my Tears, but could not 
pronounce ane ſingle Word; he appeared to 
be pleaſed with thefe triffling Careſſes, and 
thanked me, ſaying he was ſorry to have 
raiſed my Compaſſion to ſuch a Height, and 
making a laſt Effort to embrace me, he ex- 
pired in 10 Arms. 


I gave a loud Shriek, upon which the. 
| People came running in, but found him dead, 
and me in a fainting Fit, It is needleſs to 

trouble you with the Effects which this Loſs 
had upon me, and you may judge that CHE 
does not kill, ſince J am ſtill alive. 


I had the Funeral Honours paid to this 
| great Man, with that Magnificence which I 
| thought incumbent upon me; the whole 
Town of Riem pitied my Deſpair 3 as it was. 
ſincere, and every body knew in what a cor- 
dial Manner we had lived together, without 
being let into the Secret of our Conventions, 
they had no Difficulty to believe but that T 
was terribly afflicted at the Loſs of ſo dear a 
Huſband. 
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: His Laſt Will did not bely the Sentiments 
which he had for me, every Thing in it was 


Di- te my Advantage, and my whole Study was 
preſ. to render myſelf worthy of ſo many Favours 
within my Care of your Education. You were 


Ten-Henly eight Years old then, and the Marquis 
t with BD antin ſomething more. 
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hood, where you had Maſters agreeable to your 


| Diſcretion, and that J might without RilſM 


I remained at Saluce during your Child. 


Age. When you was in a Condition to per- 
form your Exerciſes, I went with you my. 
ſelf to Paris with a Governor to each of you. 
I had the Satisfaction to ſee both of you ſuc- 
ceed in what was taught you ſo as to be the 
Admiration of your Maſters ; and to expe- 
rience that the Light of Reaſon which began 
to guide you diminiſhed nothing of your At- 
tachment to me. 


HowE VER, the Blood that ran in your 
Veins not permitting you to be an idle Spec- 
tator of the War in which. we were then en- 
gaged, I obliged you to go to the Army, 
where I made it my Buſineſs that you ſhould 
appear with Magnificence ; and while you 
diſtinguiſhed yourſelf by acquiring Glory in 
the Midſt of Dangers, ſhut up in the Caſtle 
of Saluce 1 paſſed my Days in offering up fer- 
vent Prayers to Heaven for your Preſervation, 
and that it would pour down upon you «i 
many Favours as I had received from your ge- 
nerous Father. | | 


Eicher Years ſlipped away in this Man: 
ner; and convinced of your Prudence and 


put you in Poſſeſſion of your Eftate, withoullf 
waiting for the Time preſcribed, I gave wil 
my Tutorſhip. | 


FO 


From that Moment J had a ſtrong Deſire 
to truſt you with the Secret of my Adven- 
tures, and to let you not only know what 
the Count your Father had done for me, but 
even to make Reſtitution ; but though I knew 
that you poſſeſſed as rare Qualities as his, and 
believed you to be as generous as he, yet the 
Remembrance of 7 which never aban- 

oned me, made me perceive ſo much Danger 
in diſcovering my Secret, that I reſolved it 
E {hould be buried till after my Death, making 
you my ſole Legatee, 


I wanted then to retire to a 88 but 
you oppoſed it ſtrongly, and preſſed me ſo 


y, earneſtly to remain with you, that I was at 
ld laſt forced to yield; which I did the more 
ou readily as I ſaw you averſe to Marriage, and 
in that 1 thought my Preſence would be ne- 
le i ge to you while you remained a Batchel- 
fer- 4 Or. 


Mu Example having given Emulation to 
the Marquis Dantin's Tutors, they gave in 
Wthe Accounts of their Tutorſhip ; and in 
Woking over the Family Papers, having found 
That the Count de Saluce and his Brother had 
7 Placed a conſiderable Sum in a Merchant's 
Hands at Clermont, named Dallon, which they 
] Pad not retired, and for which they had-only 
Umple Notes, I thought proper that with the 
amily Titles and Dallon's Notes you ſhould 
20 to Lyons, to find out his Heir. You ap- 
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198 The TRAVELS of 
proved of my Idea and ſet out with your 
Couſin. 


As you was going to a Place where I till 
hoped to find my Daughter, I was tempted 
a-new to truſt you with the Secret of her 
Birth ; but the Dread of your informing 
Dantin retained me, and I only gave your 
Falet de Chambre Orders to inform himſelf if 
there was not at Lyons a Girl named Silvia, 
who might be about nineteen or twenty Years 
old. | | 


A little after your Arrival, he ſent me 
Word that there was none in the | whole 
Town of that Name but the Merchant Dal. 
In's Niece, who was Daughter to his late 
Brother dead at Clermont, and the greateſt 
Fortune in that Place after his own Daugh- 
ter, with whom ſhe had been brought up. 


This laſt Information having made me 
loſe all Hopes, and two Months ſlipt away 
without any Appearance of your Return, 
though in your Letters you gave me Afjur 
ances ; I judged that the Daughter or the 
| Niece of the Merchant had loaded you with 
Chains, and that one or other would mak a 
you loſe your Averſion to Matrimony, N 


Id this Thought, not willing that nf 
Preſence ſhould be a Conſtraint upon you 
nor to fail in the Promiſe J had made yo! 
not to enter into a Convent, I choſe thi 
Place for my Retreat, being near enough " 


Rim, 


Riom, to ſee you when you ſhould incline it, 
and remote enough ſo as to be exempted from 
keeping too much Company, and under Pre- 


teſs de Saluce to her whom you ſhould make 
your Wife. I took that of Mirelle the Name 
of the Eſtate which your Father had affigned 
for my Jointure, making it a ſecret Scruple to 
to bear a Title which was not my Due, and 
to leave one of which the Poſſeſſion was what 
I might lawfully claim ; but to give a Truce 
to the gloomy Thoughts that often came to 
diſturb my Quiet in my Solitude, I intreated 
2 Nun who attends the Hoſpital, and whom 
I love for her great Piety, to ſeek out for a 


* Ur 


al- proper Perſon to be my Companion. 
te | | : 
| HEAVEN ſent her this pretended Caliſta, 


and by an Inſpiration which I can only attri- 
bute to Providence, ſhe brought her directly 
to me. Alas! continued the Counteſs, 
I ought to have known her the very firſt Mo- 
ment for my Daughter, by the Impulſes of 
natural Affection, with which I felt myſelf 
& ſeized at firſt Sight of her, 


and charmed with her Beauty, Modeſty, and 
tender Careſſes, with which ſhe anſwered 
mine, I placed my whole Happineſs in bav- 


ing her with me, but the greateſt of my Life 
you lay ſtill in the dark ; your Return was ne- 
e yo ceſſary, my dear Count, to bring it to Light, 


and to give the hniſhing Stroke to my Feli- 
2 city, 
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tence of deſiring to leave the Name of Coun- 


My Heart was under a ſtrange Agitation; 
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City, fince without the Tranſport of your 
Love I ſhould ſtil] be ignorant that Caliſta is 
Silvia; and that Silvia, pretended 228 to 
Vallon, is my Wager: 


Ir being my Fate to owe all the good 
Things I ever enjoyed in Life to your Fa- 
mily, I ſtill preſerved with great Care the 
Paper which my Huſband left me, though 
without Hopes of its being uſeful to me. 
However, it muſt now be a Voucher for 
every thing that I have told you ; after which, 
joining the two Paris of this Writing, ſhe 


gave it to me, and in it 1 read what fol- 


lows. 


Sb Sees ES WAG IO: Se 
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L ie e e e 
7 E melancholy Neceſſity under which 1 


am to conceal my Marriage, obliges me to 
do the ſame with regard to her who is the 
lawful Fruit of it; and as I am ignorant as 
yet into what Hands Jam going to truſt 
her, and that my Deſign is not to reveal fa 
ſeon the Secret of her Birth, to prevent the 
Misfortunes that. may bathe, this Letter 
hall ſerve to make her known in Time and 
Place, ſince in it I do declare that Silvia, 
baptized as a Foundling, without . Father or 
Mother, is my Daughter; and that ſhe who 
gave | her Birth is my lawful Spouſe, named 

of Eliſabeth 
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Eliſabeth de Durnant Counteſs of Mirelle, who 
is in Poſſeſſion of the Half of this Writing 
ſhe alone can unravel the Miftery of it, in 
caſe my Abſence or my Death ſhould prevent 
my going myſelf to retire my Daughter. 


The Count DE MIRELLE. 
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I had ſcarce ended reading, when I threw 
myſelf at the Counteſs's Feet, and by my 
reiterated Tranſports made her too ſenſible 
of my Joy, and the Admiration which her 
Virtue gave me, to doubt of my Love to Sil- 
via, and of my Eſteem for her, | 


W all three taſted Pleaſures then not eaſily 
to be deſcribed: The fair Caliſta divided 
between Nature and Love, gave looſe Reins 
to the former, in her tender Embraces to the 
Counteſs, while the other ſparkled in the 
Looks which ſhe directed to me. Madam 


1 
te ade Mirelle who reſolved that her Pleaſure 


= ſhould have no Mixture of bitter in it, 
= commanded her to look upon me as a Man 
= who was ſoon to be her Huſband, and gave 
ber Permiſſion to ſhow, without Conſtraint, 


he how agreeable theſe Orders were to her; this 
ter alone, my dear Silvia ſaid ſhe, can be a Sort 

nd of Return to what I owe to his illuſtrious 

ia, Father; and fince he is willing to receive you 
or [7 25 the Price, you cannot be too eager to ac- 

vho quit me. 

ned | 
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Iſmena I had informed them, as of the 


to give her another Origin, to prevent the 


Matter, I would yield to the Marquis Dan- 


have belonged to him had the young Count de 
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Id fine, when we had given ſufficient 
Time to the different Motions which this 
happy Event had excited, we conſulted in 
what Manner we were to behave with the 
Marquis Dantin, of whoſe Marriage with 


ificulties which that tender Friend had 
made to be happy without Silvia, which 
gave great Hopes to Madam de Mirelle, that 
{he would prevail with her Huſband to con- 
ſent that this Affair ſhould be terminated to 
the Satisfaction of all Parties, ſhe was of 
Opinion to keep Silvia's Birth a Secret, and 


Noife of Things ſo ſurprizing; but | 
oppoſed it, and © anſwering for the Mar- 
guis Dantin, as Silvia did for her dear 
{ſmena, I told her that my Intention was to 
have her Marriage with the Count de Mirell 
authentically acknowledged; and that, with- 
out diſcovering the Miſtery of my Father's, 
ſhe ſhould truly appear Dowager of /4:rellt 
and de Saluce, that ſhe might poſleſs the 
Rights of both without any Difficulty, fince 
on the Side of the Count de Mirelle there 
was no ſuch Thing as diſputing her Marriage, 
ſhe ought to make no Difficulty of declaring 
Silvia her Heireſs; and to facilitate this 
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tin the Part of the Succeſſion which would 


Mirelle died without Iſſue. 


MA DAM 
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Mapam de Mirelle left me Maſter, ts 
manage this grand Affair as I thought pro- 
per, and committed to my Prudence the Care 
of her own and her Daughter's Reputation; 
but we had no Difficulty in the Execution 
of our Project. | 
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Tre Marquis Dantin was arrived at Riom 
with his Spouſe, and being informed that the 
Counteſs and I were at the Caſtle of 
| Mirelle he took the Road to it three Days 
after Silvia's Birth was acknowledged, with 
. . Deſign to preſent the new Marchioneſs to 
N . 5 L454 


As I was taking a Turn in the Ave- 
nue I was the firſt who received them, 
and the Meeting was joyful on both Sides; 
= though //mena and the Marquis were in deep 
@ Mourning for the Death of Dallon, upon 
which I made them Compliments of Con- 
doleance, but with an Air of Coldneſs which 
perſuaded them I had not as yet forgot their 
Treatment to Silvia, which obliged them 
to paſs ſlightly over it, not to renew my 


3 Grief, 


5 
2 
"is 


i I told them nothing of what had happen- 
ed, that I might have the Pleaſure of ſurpriz- 
Wing them ; and ſending privately Notice to 
1 adam de Mirelle of my Intention, ſhe 
waited for them in her Apartment with 
Pilvia, whom they had dreſſed out * 
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all the Ornaments that could add to her 
Beauty. 


J conducted I/mena, now Marchioneſ; 
Dantin, who advancing to ſalute the Coun- 
teſs, no ſooner threw her Eyes on Silvia, 
than forgetting every thing: My dear Si 
via, cried ſhe, is it really true that you are 
ſtill among the Living; and then no longer 
Miſtreſs of herſelf ſhe flew from the Coun- 
teſs into the Arms of that dear Friend, who 
received her with equal Raptures. 


THE Aſtoniſhment of the Marquis Dan- 
tin was unconceivable, not becauſe he ſay 
Siluia alive but to ſee her ſo magnificent) 
dreſſed out, and with Madam de Mirell. 
However, expreſſing as great Satisfaction in al 
his Actions as his Spouſe, I thought I could not 
without giving him juſt Cauſe of Offence kee 
the Miſtery any longer ſecret. Theretfor, 
when the Exclamations, Tears, and Care. 
ſes were ceaſed, and that Madam de Miro 
had teſtified the Eſteem ſhe had conceive 
for the Marchioneſs from what Silvia hu 
ſaid of her lovely Character; and that thi F 
Lady augmented it by the delicate Wit whit 
ſhe "iiſplayed in her Anſwers, I began 
ſpeak, addrefling myſelf to the Marquis: M 
dear Dantin, ſaid L, having ſufficiently, 
think, proved my F riendſhip i in my Apple 
bation of your Love to the virtuous Iſmen 
you will not, I hope, refuſe me Ay 
favour of Silvia, and that you'll ſee | 
Counteſs of Saluce with as much Satisfacti p, 


« 
* 
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as I had to ſee Miſs Dalton Marchioneſs of 


Dantin, © | | 


Ir would be ſinning againſt the Ties that 
bind me to you, anſwered he, to make the 
leaſt Doubt of it, /mena and I never deſi- 
red any Thing more ardently : The Miſ- 
fortune and pretended Death of Siluia were 
the only Things that diſturbed our Happineſs, 
we would have even purchaſed, with a Part 
of our Fortune, the Pleaſure we now enjoy, 
and to convince you that it is ſo, we on 

come to acquaint you that Dallon declared, 
when he was dying, that ſhe was a Woman 
of Quality; that the young Man who com- 
mitted her to his Care was her Father, and 
that notwithſtanding his Diſguiſe; and the 
= Miſtery he had made of his Name, his no- 
ble Air and a thouſand Piſtols, which he 
had given with the Child, were Proofs that 
he was rich and a Man of Quality. Had 
Silvia actually periſhed, we ſhould not have 
EZ ventured to declare what I have now told 


ed your Deſpair ; but ſince Heaven has re- 
@ ſtored her to us, and that by this News we 
only augment your Happineſs, Iſinena and 
I conjure you to render it perfect by a ſpeedy 
Marriage, and to make ſome Reparation for 
the Injuries Mr. Dallon did the one and other. 
Iſmena and I beſtow; by Way of Portion, 
on the beautiful S:{kv:a the Fortune to which 
ſhe might have pretended as Daughter to his 
Brother, only begging by Way of Recom- 
pence that you will inform us by what hap- 
FCS. - #0 py 


you, leſt by fo doing we ſhould have renew- 
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py Chance ſhe eſcaped the Fire, and how 
ſhe happens to be here. The Sincerity that 
appeared in what the Marquis had ſaid con- 
firming me in my Deſign, I recounted 10 
them Madam de rale“ Story, and inform- 
ed them of the Birth and of all that hap- 
pened to her charming Daughter; and my 
Narration threw them into an Aſtoniſhment 
which could not be compared but to the 
Exceſs of Joy which they felt at an Event 
Jo extraordinary: They embraced Silvia 1 
thouſand Times, and ſwore an inviolable 
Attachment to Madam de Mirells. 


WA 4 


Silvia and the Marchioneſs renewed the 
[Aſſurances of their tender Friendſhip, ad- 
miring the Effects of Providence which having 
made them be brought up together as Relations, 
ſeemed to have. decreed that, in the Sequel, 
they ſhould really be ſo by Marriage. We 

all returned to Riom where Matters being 
adjuſted to the Satisfaction of every one con- 
cerned, my Marriage with Miſs, Mirelle wa 
celebrated, and ſhe authentically acknou- 
-ledged as ſole Heireſs to her Father, the Mar- 
quis Dantin having abſolutely refuſed any 


1 Share in it. 

1 3 P 
| My dear. Chevalier, ſaid the Count, when 
| I delivered him back his Manuſcript, has th 
| dong Story of my Spouſe and my Amour 


„ ꝑiven vou any Satisfaction? I'm afraid, con- 7: 
if tinued he, without giving me Time to anſwer 
1 that the extraordinary Incidents will ſcarcq; 
galn Credit with you z but tho' they 935 | 
Po EE | calf 
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deed ſeem a little odd, yet I can aſſure you 
that every Syllable is fact; and I do inſiſt 
that you'll give your Opinion frankly and 
ſincerely upon the whole Story. My dear 
Count, anſwered I, ſince you lay your Com- 
mands upon me to ſpeak my real Sentiments, 
11 muſt obey you. 


& 


= IN be firſt Place, to 8 my Remarks 
in the Order that the Story is related, I 
E + think the Merchant Dallon did not at all 
anſwer to the Character that the World 
bad of him, for his concealing the Money 
which was given him with Szvia by her 
Father, and reprefenting her to be a poor 
Child whom he had taken of out Pity, was 


s WW baſe and villainous ; his Daughter {/mena had 
s {We Sentiments far different frail his, and I can- 
1, not too much commend her noble and ge- 
e nerous Character. What a glorious Fxam- 


ple is laid down to the whole Sex in the 
noble and ſteady Friendſhip of the two La- 
ies; one the Maſter piece of Nature, with- 
out the leaſt Tincture of Vanity, and pre- 
ferring the real and permanent Beauties of the 
Mind to all the fading Charms that attract the 
Ft ye, ſuch were the Sentiments of the charm- 

Ing Silvia, and the lovely Iſmena contending 
WW Poith her F riend, that where the Sentiments 
; th Wvere in every reſpect equal, Beauty had a 
10U1 ust Claim to the Preference, diſplays a Cha- 
co Water ſo amiable and engaging that I am not 
ſweß, : urprized your Couſin's Eſteem was ſoon 
ſcarcl onverted into a real Paſſion, 
0 UW | 


dect | 


— 
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Tus Counteſs de Saluce's Charms are ſuch 
that *tis ſcarce poſſible to withſtand their firſt 
Attack ; and if we join to this lovely Form 
her generous and delicate Sentiments, no 
Mortal can juſtly blame the Violence of your 

' Paſſion, notwithſtanding the Uncertainty of 
ker Birth an nt of Fortune. 


SOME will,” perhaps, think that ſhe ought 
not to have rejected your Offers of Marriage, 
| fince the Knowledge of her Story made no 
Alteration in your Affection or Intentions, WK 
and will conclude that fhe was too ſcrupulous 
upon that Point; but for my own Part, [ 
admire the Delicacy of her Sentiments in 
voluntarily facrificing her own Happineſs, 
rather than run the Riſk of giving you, ſome 
Time or other, the Diſpleaſure of being mar- 
ried to a Woman who perhaps was the Fruit 
of a criminal Commerce: This Part of her 
Story drew Tears from my Eyes, but very 
different from thoſe that lowed from the Joy 
which the happy Diſcovery of her Birth gave 
ME, Eh 
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I don't think there can be an Inſtanec 
brought of more noble and generous Senti— 
ments than what your Father ſhewed with 
Reſpect to his Nephew's Widow; his Af— 
fection, *tis true, for that unfortunate Gentle 
man might ingage him to protect her again 
the Perſecutions of a provocked and cruel 
Father-in-law ; but to die under the racking 
Tortures of a violent Paſſion rather 1 * 
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keep up to his Promiſe, and not even to de- 
clare it, till he was upon the very Brink of 
Death, is a Greatneſs of Soul that few Men 
are capable of, and muſt render his Memo- 
ry dear to all Men of Virtue who happen to 
read his Story. | | 47 
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I here concluded my ſhort Remarks; and 
the Count told me, fmiling, that fince he 
found 1 had fo favourable an Opinion of IV 
nena's Merit, he hoped T would think it 
= worth my While to pay that Lady a Viſit in 
Auvergne, which was little or nothing out of 
my Way to Italy; adding, that the Country 
itſelf, ſo very different frem all the other 
Provinces of France, both as to Situation and 
what it produced, deſerved the Curiofity of a 
Traveller; and to engage me the more ef- 
fectually, he propoſed that his Lady and 
& himſelf would make the Tour of Languedoc 
and Provence with me, and be my Guides 
| 5 through the Mountains of Auvergne, the 
Land of Milk and Honey. I ſhall, continued 
he, in eight or ten Days finiſh my Affairs 
here, and we will then ſet out upon our 


IT WE 


* 4 


Ir he had propoſed ſix Months Stay in 
Paris I ſhould have agreed to it, for I really 
could not think of parting with this lovely 
Couple, particularly ſince reading the Hu- 
tory of their Amours; fo that I readily. 
Agreed to the Propoſal, and thought myfelf 
Extremely happy in having the Pleaſure of 
| | 1 their 


— * 2 % 


" 


CO 
Ve 
1 
e 
6 
N = 
$1719 
I 
1 
159 
14 
iſ 
F — 
4 
=: 
j Y 
4 1 
2 
11 * 
1 1 
_ 
as 
1 
. 
4 
1 
N 0 
Oo 
PO * 
$4.4; 
1 "1 
want: | 
p T9) . 
9 * 
. i 
l 
54 41} 
* 7 
„ 4 ; 
7% 5 
6 . 
on 
. 
7 W 
. i; 
8 1 
X 
P 
'2 *; 
NS 
* 7 
) | q 
4X $77 
+) 6 1 
4 o 2 
, Sj 4 
OR. | 9 
1 
17 "A 
=. 
7 
14 
1 
; * 
4 75 
0 
4. 
14 
N 
1 
1 I 
oy 
3 1 
bY + £7 
& 
30. © 4 
© 
by 4 
4. 
1. * ty 
bs: 
ö . 
13 
* 9 
Pp v + 
44& 
< . 
g AZ 
* 
i TS 14 
" | 
/ 14 
EE, ? 
1 
'— 
| 725 
1 + 
* 1 
"IH: l 
> TT 
Pw |} 
nr 
i + 64. BY 
Ss {oh 
Nin 
The 
— * 
774 \ 
1 
| 45 
$53) 
We t5 
7 * 17 A 
it 
T 
& 
. 
, 
y 


N 
r 


1 
2 


2 Ts i 
v17 ts. — 
* 1 
1 


r 


0 1 ** * FI. - Pat a Ms ES - 
= - - — #42 PM 
* K rc 4 —_— 
— ... 
2 1 i = of =_ : 
Bs 7 + ow ob 7 = J 
* 


210 The TRAVELS of 


their Company much longer than I ex- 
pected. = 


Ass no Place in the World is fo remark- 
able for odd Love Adventures, and indeed 
Scandal, as Paris, a Gentleman came to 
viſit the Count when we were ſettling our 
Rout to Languedoc ; he was one of thoſe idle 
Sort of Folks who make it the Buſineſs of 
their Life to pry into all the little Tittle- 
tattle and Scandal of the Town, and then run 
about to tell it to whoever will hear them, 
Without any Preamble or Formality he up 
and told us as the News of the Day the fel - 
lowing Adventure. 
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A rich Mercer in St. Dennis-ftreet has a 
Daughter, who, though ſprung from 
Race of Roturiers *, deſpiſed every thing 
that was not noble; and the very Thoughts 
of a Courtaud de Boutique, i. e. a — 

becoming her Huſband, threw her noble 
Ladyſhip very often into Fits; nothing but 
a fine Gentleman with a Sword, a laced Coat, 
and a white Feather in his Hat, would go 
down with our Belle, 
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Tu Chevalier de Menille, a Knight more 
famous for his Exploits in the Field of Vn : 
than of Mars, or, to ſpeak in plain Lan-! 
guage, a Rake who makes it the whole Buſi- 


neſs of his Life to Cebauch heedleſs unthink- 
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| ing Girls, having by Accident ſeen Eliza, 


(the Name of the Merchant's Daughter) in 
a Church, ordered one of his Mercurys, of 
whom he had always two or three about his 
Perſon, to follow her home, and to brin 

him next Morning a diſtinct Account of her 
Name, Birth and Character, &c. which the 
Aid de Camp eaſily accompliſhed, by the 
powerful Influence of Half a Crown to the 
Merchant's Maid ; and made a faithful Re- 
port to our Colonel (for you muſt know 
that he is ſecond Colonel to the Regiment of 


Perigord ) who ſoon formed his Plan, 


As he had a pretty large Eftate, and ex- 
pended the greateſt Part of his Yearly In- 
come upon Projects of this Nature, he right- 


© ly judged that the laying out to the Value 


of a Hundred Piſtols with the Mercer, would 
procure him ſree Acceſs to his Houſe as often 
as he pleaſed ; and as he is a Man extreme] 

active and cannot bear Slowneſs in the Car- 
reer of Gallantry, he flew to the Mer- 


chant's Shop, where aſk and have was the 


Word. 


Tun Mercer concluded that his good 
Angel had ſent him ſuch a noble Cuſtomer, 
and thought he could do no lefs than invite 
him to Dinner ; but our Colonel happening 
to be engaged that Day begged to be ex- 
cuſed, and added that he would with Plea- 


| ſure come and take Share of a Family Sup- 
per: So ſaid, ſo done; the Mercer ſent for 


the ſamous Fracin the Cook, and ordered him 
o b- | * | : to 
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to get what was delicate and nice; and Miſs 
Eliza took Care to employ the whole After- 
noon to fet off her natural Charms (which 
to ſpeak the Truth are not at all con- 
temptible) with all the Ornaments of Dreſs ; 
for ſhe reſolved poſitively to make the Colo- 
nel her Slave, and he poſitively to make her 


ſomething worſe. 


WELL, they met, eat and drank heartily, 
ftared one another out of Countenance, ſigh- 
ed every now and then, and made ftron 
Love in dumb Shew. The Colonel, who 
was no Novice in the Trade, thought himſelf 
pretty fure of his Prize, and poor Miſs made 
no Doubt of her Conqueft, | 
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TukE x parted very good Friends, and in 
full Hopes; but before the Colonel went out 
he begged Permiſſion to viſit now and then 
the lovely Eliza, and made ſuch a fine Com- 
pliment upon her Wit and Beauty, that the 
Mercer, as well as his Daughter, thought he 
was fairly in for it ; and the old Fool fancied 
it would be a mighty fine Thing to have a 
Colonel for his Son-in-law, ſo recommended 
earneftly to his Daughter, who wanted no 
prompting, to be mighty complaiſant. 
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TE Colonel returned next Day magnifi- We 
cently dreſſed, had a fete a tete with Mademoi- P. 
felle, declared his Paſſion with all the Symp- We 
toms of a Man deeply ſmitten, fell on his cc 

| Knees, croſſed his Hands over his Breaſt, t 
looked languiſhing and filly, and begged — 
=; would 
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would pity his poor diſtrafted Heart. Miſs 
bluſhed and held out for a While, but at laſt 
told him very ſincerely, I do believe, that ſhe 
&W wiſhed all he ſaid might be true. Here Mon- 
fieur le Colonel called all the Gods and God- 
deſſes to witneſs the Sincerity of his Flame, 
and ſealed his Proteſtations with glewed Lips 
to Miſs's fair Hand, which ſhe, poor Girl, 
had not Strength, nor I fancy Inclination, to 
retire : Thus they went on for ſeveral Days, 
during which the Colonel acted the perfect 
Lover with ſo much Dexterity, that poor 
Miſs was over Head and Ears in Love, and 
dreamed of nothing but a Prieſt and a Wed- 
ding Ring. 
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As nothing pleaſes a Woman's Vani 
more than that her Conqueſts ſhould make a 
Noiſe, Eliza reſolved that her's ſhould re- 
main no longer a Secret, and therefore went 
to viſit Miſs Tereſa a Neighbour and Friend, 
and told her all that had happened, begging 
= ſhe would come and ſee what a glorious 


without diſpute, one of the prettieſt Girls in 
Paris, thought it an Affront to her Beauty 
that a fine Gentleman ſhould fall in Love 
with any but herſelf, and therefore reſolved 
to try the Power of her Charms upon our 


Colonel, who was ſo ſtruck at her firſt Ap- 


# Aſſurance which is what he excells in, he 
could get no farther than my God! what's 
this] however, that he might give no Um- 
brage to Eliza, he whiſpered in her * 

I OW 


* 


Lover ſne had got; Miſs Tereſa, as ſhe is, 


pearance, that, notwithſtanding his natural 
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how mal d propos this Girl comes to interrupt 
my Happineſs. 


Hz then got his Tongue a little untied, 
and faid all the fine Things that he had either 
read or could think of, and before he left the 
Houſe got Permiſſion to pay his Reſpects to 
Tereſa at an Aunt's Houſe with whom ſhe 
lived, having neither Father nor Mother; 
but to make a long Story ſhort, for I fear you 
are already tired with my Colonels Amours, I 
thall only tell you that poor Eliza was aban- 
doned by this roving Warrior, I mean he 
loved her no longer though he continucd his 
Viſits, and proteſted as much as ever, but 
Tereſa was the. Idol of his Heart, He re- 
folved to debauch her firſt, and with that 
View went two Days after he had ſeen her at 
Eliza's to her Aunt's Houſe, and in a very 
ſolemn Manner aſked the old Lady's Permiſ- 
ſion to make his Addreſſes to her Niece, with 


an Intention to marry her if he was ſo happy | 


as to gain her Conſent; adding, that her 
Fortune' was a Thing very indifferent to him 
fince he had enough of his own to ſupport 
them both. 


Tax old Woman, mightily pleaſed with 
the Behaviour and Perſon of her Niece: 
Lover, told him that ſhe was very ſenſible 
of the Honour he did them ; and that if her 
Niece would follow her Advice he would 
meet with no Obſtacles to the Accompliſh- 
ment of his Wiſhes; upon which ſhe role 


from her Chair, and conducted him to Te- * 
| reſa's 
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reſa's Chamber, where ſhe left him, under 
Pretence of ſome preſſing Buſineſs. 


Mapam, ſaid he, when the Aunt was 
gone, I believe you are too clear-iighted not 
to have perceived the ſudden Effects of your 
Charms when 1 had the Honour of ſeeing 
you at Eliza's; I am now come to aſſure you 
that from that Moment I leſt my Liberty, 
and greedily loaded myſelf with your Chains; 
hitherto I have rambled from Fair to Fair 
and had no matrimonial Deſigns ; but you 
baue at laſt fixed my roving Diſpoſition, and 
if my Perſon and Fortune are not diſagreeable 
co you, I offer you both, and ſhall reckon 
the Poſſeſſion of the charming Tere/a the only 
Bleſſing that can make me happy. 
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= Yours Declaration, Sir, anſwered ſhe, 
would very much ſurprize me did I imagine 
it to be ſerious, but I know that it is the uſ- 
= ual Practice of the Gentlemen of the Army 
to make Love to every Woman they meet 
with; they look upon this to be an indiſ- 
penſable Point of Gallantry, and we are, 
generally ſpeaking, - Fools enough to fancy 
that our Merit produces this Effect; but 1 
muſt beg Leave to tell you, that I am far 
from imagining that every Man who ſees me 
muſt give up his Liberty, and beceme my 
Eclave ;. beſides, Sir, how is this. amorous 
Declaration of yours conſiſtent with your 
Proteſtations to my Friend Eliza? If you 
gare ſerious with me you betray her; and I 
have a better Opinion of your Sincerity than 
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will ſtand a Siege or hang out a Flag o ; ; 


walked off, 
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to think you capable of ſuch a Treachery ; 
but ſuppoſing it otherwiſe, and that my 
Charms, as you call them, had brought about 
this miraculous Change, can you harbour 
ſuch a mean Opinion of me as to imagine I 
would ſupplant my Friend, and rob her of 
what ſhe has a better Right to than I can 
pretend, f . 


J own, Madam, replied he, that I have 
ſaid ſome tender ſoft Things to Eliza, but! 
believe ſhe will not venture to ſay that J ever 
made Uſe of the Word Marriage, or made 
the leaſt Inſinuation that my Viſits were up- 
on that footing ; ſo that all ſhe can lay to 
my Charge is ſome looſe Declarations of Love 
which Cuſtom authorizes. . 

Very well, ſaid ſhe, I have a ſtrong In- 
clination to believe you; but before I 90 
farther, Friendſhip obliges me to knoy 
Eliza's Sentiments, and if I find that ſhe can 
ſurvive your Loſs, I don't know but I may 
capitulate upon fair and honourable Terms; 
in the mean Time, I beg you'll retire and 
not come near this Houſe for a Week, bf 
that Time I ſhall be determined whether | 


Truce. I obey you, Madam, cried ti 
Colonel in an amorous Tranſport, but re 
member that I am reſolved to gain the Fort 
or die in the Attempt ; ſo made his Bow an 


— 
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forgot her Fan and Gloves, and even the 
little killing Pateh under the left Eye. She 
= bounced: in upon Eliza, whom ſhe found, 
poor Girl, hammering out, with great Toil 
and Labour, ſomething in the Verſe Way 
upon her; dear dear faithful. Son of Mars. 


= ParDon, my Dear, ſaid ſhe, —— but 
now I think on't — Dear Gentleman, pardon 
my ſpinning out this trifling Story to ſuch 
an extrauagant Length. I have been led, I 
don't know how, from one thing to another 
contrary to my Intention, and I am afraid 


— ——— T=# 


I will-haften my Pace, and go through what 
remains with all potfible Expedition. Well, 
ſee by a Nod of Approbation that you give 
me Leave to go on; but, by way of a ſecond 
Digreſſion, it will be proper to tell you, be- 
cauſe you'll no doubt wonder how I came to 
know every Word of their Converſations, 
that I had the whole Story from Tereſa's own 
Mouth, and that I have a wonderful good 
Memory. Now to my Story, © 
 ParDon,.my Dear, ſaid ſhe, my Intru- 
on at a Time when you are buſy in writing 
F what - as I hope to live -- Verſes 
Frhy then with your good Leave, Shep- 
Ferdeſs, I muſt and will know the happy 
Pwain. Ah! Tereſa, ſaid the languiſhing 
Tereſ za, excuſe my Weakneſs, you know the 

Vol. I. e Cauſe. 
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*  Trreſa had no Patience till ſhe' was with 
der Friend, and was in ſuch a Hurry that ſhe 


* 


very much contrary to your Satisfaction; but 


» » 
L 
J 
ip 
«i 
N 
2" 
43 
1 
{103 
1 1 
4 
1759 
4 
me 
1 
145 
1 1 
«7h 
With 
"a4 
1 
” 
12 
ant 
. 
1494 
W 
Wis) 
$444 
[41 : 
* 
La 
ii 
"1 
9 
77 
Fig 
F. 
wig 
147 
* 
$i) 
at 
, 
is 
4 
f 
— *3 
"Ry 
T = 
5 
iz 
PSs ( 
1 
1 
8 4) 
** 
#1\ 
s a 
£ = 
* 
N 
F 
FE 
1 4 
. 
i 
Ml 
"ly - « 
4, 
775 
1 
1 4 
Th? 
; v1) 
14 
1 
2 
7 7 
+ 
14 
1 
7; 
1 
+ 
INN 
MY i 
MARS 6 
FW ©: 
q 8 «| 
* 1 
7 


— - w * It ppg — 
E 
— — — 1 

| == 


. po 
1 * 


218 We TRAVELS of. 
Cauſe. Ay, I know the Cauſe; and the 
dear Cauſe was telling me juſt now that 1 
muſt make Verſes too. What do you mean 
you mad Creature, ſaid mournful Eliza? 
Why, I mean to aſk you a few Queſtions, 
to which I deſire categorical Anſwers, | 


Dip ever the Colonel tell you that he 
loved you? Ves. Did he ever ſay that be 
intended to marry you? No. What would 
you ſay if I named a Perſon to whom he has 
not only made ſtrong Declarations of Love, 
but preſſed her hard to go before a Prieſt ? 
I ſhould. ſay that I am deceived: and that he 
a Traitor; but pray who is this happy 
Nymph? I am, Madam, yeur : Ladyſhip' 
moſt obedient © humble Servant, and the 
Goddeſs to whom your Colonel pays his Adv 
rations. ee adldfogdls Muy. eos 


we .% L 


Ak you in Jeſt or Earneſt, Tereſa? 
In Earneſt, Child, in downright Earneſt: 
I reſolve to revenge his Treachery to you by ME 
the terrible Puniſhment of Matrimony with 
me; and don't you think I act the Part oP! 
a Friend? Why, Madam, ſaid Eliza, i 

you are in Jeſt your Raillery is unſeaſonable, 
and if in Earneſt, you might have ſparei 
yourſelf the Trouble of coming to inſult? 
Mme. 4420 | WW #7 


.. WELL obſerved, upon my Reputation; I 
greet you well, my dear Eliza; and if we 
never meet Maids blame your faithful War: 
rior; with that ſhe made a very low oo 
TY +. tel 
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 teſy and walk d with a regimental Pas towards 
the Door. Go bafe Woman, cried Eliza in 
a terrible Fury, and take this along with you, 


that I never deſire to fee your Face, Maid, 
Wife, or Widow. 


5 vita the noble Colonel had regularly 
performed Quarantine he came to know his 
Fate, and as it often happens with Lovers 


quite loſt the Ufe of his Fongue, and could 
not for his Life get farther than Madam I 
come J ſee ſo, Sir, ſaid Tereſa laugh- 
ing, and ] hope it is with a Deſign to 
draw me out of a terrible Scrape. -You 
8 muſt know that Eliza is in great Rage 
T againſt me, to whom ſhe attributes your 
E Infidelity, and ſhe takes on fo heavily that T 
am afraid the poor Creature will die, but I 
would not willingly be the Cauſe of her 
Death; ſo pull up your noble Courage, 
good Ooloncl, and return to your old 
Love. I can tell you for your Encourage- 
ment that ſhe loves you . paſfionately, and 1 
ö but very moderately ; that ſhe's conſtant, 
ind and good-natured, and that I am fickle, 
| peeviſn and extravagant; put her and her 
: Set in one Scale, and me and mine 
Þn another, and wed me then if you dare. 


Ts a Soldier? s Trade, Madam, to dare 
Dangers and deſpiſe them; if you are peev- 
ſh I will be kind, if you are extravagant 1 
ul gently adviſe you: Come, my dear 

U2 Tereſa, 


who are deeply ſmitten, the poor Gentleman 
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Tereſa, let us for once take a Leap in the 
dark, and tie ourſelves for better and for 
worſe. Fair enough I vow, cried ſhe; but 
what ſhall we do with poor Eliza ? I can- ME 
not muſt not break her Heart, But after 
all, IJ think I muſt net break yours neither, 
nor die an old Maid, £4 * 


WELL -.- no- yes,--- ay, ay, it muſt 
and it ſhall be I will ſend her a Chal- | 
lenge to fight me.with Sword and Piſtol ; if 
ſhe accepts, I certainly kill her, if ſhe re- 
fuſes, you certainly leave her; for no Off- 
cer can rank with a Coward: How do you 
like my Scheme, Sir? But indifferenth), 
Madam; for if you ſhould fall! Why true 
— I muſt have one Week more to think 
of that, ſo farewel dear Colonel till this Day 
Seven- night, when J ſhall expect to have the 
Pleaſure of ſeeing you again; and I hope 
then to give you ocular Demonſtration that! 
can ſtand a Thruſt, or a Brace of Bullets, 
without bodily Harm, But Madam — 
No Buts, Colonel, but march, for I com- 
mand, | 


TRE poor Slave went out muttering 
what an imperious whimfical Devil have we 
got here; but when all is ſaid and done, 
am fo wofully in Love with this Mrs. Mad 
cap, that I believe J ſhall be Fool enougll 
to marry her if nothing elſe will do. 


Nor 
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Now imagine the Scene difcoyers Miſs 
E Tereſa, fitting at a Table in a very penſive 
& Poſture, and ſpeaking to herſelf; for the 
Women you know often do ſuch Things: 
«© O Love, cried ſhe, ſighing! O Friend- 
© <+ ſhip, added ſhe, weeping! ** But you'll 
perhaps aſk me, how do you know that ſhe 
ſighed and weeped; my Anſwer is ready, 
@ ſhe told me ſo and I have Reaſon to believe 
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WE I I, OLove! O Friendſhip ! O 


133 

Colonel! O: Eliza ! what terrible Havock 
„do you make in my poor divided Heart! 
ue Shall! I baſely betray my Friend? No. Shall T 
break my own Heart? As little. What then? 
Jay Let me ſee; the Man loves me and J love 
the him, that's true; Eliza loves the Colonel and 
ope he loves not her, that is as true; now by the 
at Rule of Proportion, where the Odds is two 


to one the Game ought to be given up, that's 
to ſay, it is as evident as Demonſtration ean 
make it, that Mrs. Eliza's Pretenſions to the 
Colonel are not equal to mine; and yet 1 
Tannot get it out of my Head but that I 
ring vrong her: Come, 1 muſt write her a Let- 
ye Wer, her Anſwer. will, perhaps, determine 
ne, Ne one Way or other; if it is moving, 
Mad- hall for ought I know deſire the Colonel to 
nougi nove off, and if it is provoking I will marry 
dim out of meer Spite ; ſo to Work ſhe went 
nd wrote the following ludicrous Letter, of 
hich ſhe took a Copy; and here it is, Wie 
ith her own Hand: reads, 

| "OT T@ 
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To Mrs, EL1zA. 


ERE I not one of the beft natured 
Creatures alive, I ſhould make your 

Lad yſhip heartily repent your late Behaviour; 
but I confider that, in your Caſe, it is not 
an eaſy Matter to keep one's Temper, and 
therefore I have ſo far got the better of m 


Reſentment as to conſult with you how 1am We 


to behave with your Colonel, who lays 6 
cloſe Siege to me, that I believe he will a 
laſt force me to ſurrender, unleſs you can fall 


upon ſome Stratagem to make him RANA 
the Attempt, 


Hz ſolemnly proteſts he never loved you, 
nor had the leaſt Intention to marry you, and 
ſwears luſtily that he muſt and will have me, 
The Man, I know, is a conſummate Rake, 
but I am ſo good a Chriſtian that I intend to 
make him my Huſband, meerly for his Con- 
verſion, You know by your own Experience, 
dear Madam, that we all love to have Hu 
bands. Here's a Man who: loves me, and 


the Devil's in't if I don't cure Am of hi 
rambling. 


Now, if out of Complaifance, or rathe 
far the Sake of Intereft, he ſhould marry you 
what will be the Conſequence? Why truly, 
my Gentleman having no Gouſt for tht 

Nupta 
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Nuptial Bed, will continue his former Courſe 
of Life and doubly damn himſelf, fo that by 


marrying me he goes to Heaven, and if he 
marries you he goes you know where. 


PRITHEE conſult thy Conſcience, or ra- 
ther thy Confeſſor, and aſk whether it be 
lawful for a Woman to indulge ſenſual Ap- 
petites at the Expence of a Man's Soul; and 
if he gives it under his Hand that ſhe may, 
take him with all my Heart; but if other- 
wiſe, let me ſave his Soul, and you will very 
much oblige | 


Your moſt humble Servant, 


TERESA. 


ELizaA's Anſwer, 


Have no Notion, Madam, that a Woman 
who betrays her Friend is capable of 
loving or being loved by a Huſband, If the 
Colonel is ſo mad as to marry a Creature of 
your Character, when the Honey Month is 
over, he will, no doubt, think himſelf you 
know where ; and I am apt to believe that 


he will give more than ever into all Manner 
pf Debauchery, 


I ſhall not give myſelf the Trouble to 
donſult my Confeffor upon the Matter; but 
if you will conſult your own Conſcience, 

| "0M 
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it will or ought to check you for your baſe 
and treacherous Behaviour to | 
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Your once ſacere Friend, 


E LIZ 4. 
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Warren Tereſa got this Letter ſhe tore it 
to Pieces, and vowed ſhe'd have the Man, 
coute qui coute, coft what it would ; and when 
he came to know what was to be his Fate, 
ſhe told him that having maturely conſidered 
the Caſe ſhe was reſolved to make him her 
Lord and Maſter upon two Conditions: The 
firſt, that he would promiſe upon his Honour 
that he would be faithful to his Marriage 
Vows at leaft for one Year, and the next that 
he would viſit Eliza, and declare that he ne- 

ver intended to marry her. 


TE Colonel jumped for Joy, and would 
have promiſed to. hang any body but himſelf 
to pleaſe her; He exactly performed what 
regarded £/:za, and that poor Lady had the 
Mortification to ſee herſelf ad by a 
Man whom ſhe ftill loved; ſhe behaved, 

however, while the Colonel was with her, as 
if ſhe did not at all value the Loſs of him; 
but this was all Grimace, for, when he was 
one ſhe burſt out in Tears, and for ſome 

D Jays wept herſelf almoſt blind, 


In the mean Time the Colonel and Miſs 
Tereſa were advancing apace towards Matri- 
Mony, 
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mony, at leaſt as ſhe thought; and one 


Morning, as ſhe was taking more than uſual 
Pains at her Toilet, with a Deſign, no 
doubt, to look charming when her Lover 


came, his Servant brought her the following 


Letter, | 
Fed , br Gotti 
To Miſe TER&E8A. 

FI\HO? I could riſk my own Life and 


| Fortune for the Poſſeſſion of the lovely 
Tereſa, and am certain that my future Hap- 


. pineſs or Miſery depends upon it; yet I can- 


not think of doing a Thing which might 
prove of very bad Conſequence to the dear 


— 


Know then, my dear Tereſa, that Paſſion 


having hitherto given me no Time to reflect, 
I have been hurried on without thinking of an 
eſſential Obſtacleto my Happineſs ; but now 
that nothing ſcarce remains but the Ceremony 
of the Church to unite us for ever; I begin 
to think ſeriouſly of a married State, which 
naturally leads me to conſider whether an 
Uncle, whoſe Heir I am, and on whom TI 
intirely depend, will be fatisfied with this 
Match. As he is the moſt avaricious Man 
| alive, he will never give his Conſent to my 
; marrying a Woman without Fortune; and 
if I ſhould commit Matrimony without con - 


ſulting 


Charmer of my Soul without firſt acquainting 
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Succeſſion without conſulting me. What 


ling and I cannot bear it. I ſee but one Way 


private Marriage, which muſt be concealed 
-like Murder, till it pleaſes God: to call the 


* Is you tell me that 1 muſt wait till his 


her Opinion is favourable, you will be futh- i 


. Happineſs to the Regard which I have for 


and that my Scheme is what is daily prac- 


— 
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ſulting him, he would certainly ſettle his 


to do in this intricate Caſe is the Queſtion, 


SHALL I make the charming Tereſa mi- 
ſerable, which muſt be the- Conſequence, 
conſidering the Load of Debt that lies upon 
my Eſtate, more indeed than it is worth, 
though the World believes quite otherwiſe ? 
No, that would be baſe and ungenerous, 
Shall I, on the other Hand, give up my Pre- 
tenſions, and thereby render myſelf the moſt. 
miſerable of all Men? That Thought is kit. 


of reconciling Love and Intereſt, and that is 


old Gentleman to himſelf, whe 'being now 
upwards of Fourſcore, muſt by the Courſe of 
Nature ſoon decamp. 


Death happens, I ſhall conclude that you 
neither love me, nor arc perſuaded of the 
Sincerity of my Paſſion, and how unhappy 
ſhould I be in either of the Cafes : For 
Heaven's Sake conſult with your Aunt; i 


ciently authorifed to come into my Propoſal; 
and if otherwiſe, I muſk ſacrifice my own 


the charming Tereſa; but I would fain flatter 
myſelf that Ladies of your Aunt's and your 
good Senſe will conſider my unhappy Caſe, 


tiſed j 


J 
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tiſed; for which Reaſon the complying with 
it can bring no Reflection upon her or you. 
I ſhall wait with great Impatience, but not 


without Dread, the Return of the Bearer, 
which will probably determine the Fate of 


Your faithful Slave, 


« * vt ee 
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The Chevalier DE MENII IE. 
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TER ESA“ s Anſwer, 


FAT RIMONY under eaſy Circum- 


W Fe 


he ftances is, tolerable, but 1 and 
"i E Poverty ſeldom dwell together. While we are 
0 


5 


n bad Dinner, but once the fiery. Age is off 
farewel Love. I believe neither you nor I, 
good Sir, are fo intoxicated with it as to jump 
headlong into the Gulf of Matrimony ; 53 
that before the fatal Knot is tied, we will 
think a little Confideration is neceſſary ; ; for 
my Part, I am juſt now going to conſult 
with my Aunt, who will tell you herſelf, 
if you call here this Afternoon, whether 
ſhe thinks you and I can live upon Love. 


very fond of one another we may put up with 


ADIEU. 


IT TER 
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Tux Colonel did not well know has to 
make of this Letter; but reſolved, in all 
Events, to feel the Aunt's Pulſe, whom he 
found more tractable than he imagined. in 
ſhort every thing was ſettled, and the two 
Lovers were to be married next Evening by a 
Prieſt of the Colonel's chuſing, who to avoid 
Scruples which he might have met with from 
the regular Clergy, got the Affair done by 

one of his own Mermidons, who knew the 
Form; and by Virtue of that ſacrilegiou 
Benediction took Poſſeſſion of the lovely 
Tereſa, with whom he cohabited about eight | 
Days, and then pretended an Obligation of 
going to his Uncle's Country Seat, about 
Hundred Miles from Paris, where he would 
be obliged to remain a Fortnight or three 
Weeks. Eight Days Poſſeſſion of one Wo- 
man was a new and a Very . wn to 
our Colonel, | 
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Tereſa had already loſt all her Charms; 


Eliza not yet enjoyed was now the Darling WM * 

of his Heart; and being fully - reſolved uM 

. wed her in the ſame Manner he had Tereſa ] 

he went to his own Lodgings and wrote bel „ 

the following Letter. - 
Ae 
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AlS impoſſible to conceive how I have 
been bewitched with that coquettiſh 
Creature "Tereſa, whoſe irregular Conduct 
tas at laſt opened my Eyes, ſhewing me at 
the fame Time how del T have been de- 
= 1uded by that whimſical Gypſie, and with 
what monſtrous Tngratitude I have treated 
the kind and ous Eliza; but could Bit- 
_ terneſs and  Anguiſh of Heart obtain For- 
toiveneſs; and'reftore me to the Favour which 
I have unworthily loſt, no Puniſhment that 


you could, inflict could equal the Torture I'm 
juſt now under. 


; n vs 
5 W n 2 $738 
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IT is indeed ſurpriſing with what Rapidity 
and Obſtinacy. I plunged into the Gulf, from 
whence 9 a happy Accident I could ne- 
ver have been delivered; but what will my 
Deliverance ſignify, if the fair Eliza has 
withdrawn that Affection which, before I was 
mad, ſhe was pleaſed to beſtow upon me, 
and which made me ren happy. 


0 Tereſa ! Tereſa \ to what a wretched 
| Condition haſt thou reduced me, and how 
ſhall T ſtruggle againſt the Storm that now 
rages in my throbbing Breaſt ! If my dear 


ured Eliza can but pardon, all will be 
Toth X well 


230 The TRAVELS ef 
well yet; but if 3 1. am joſh, oe 
ever laſs, S 


75 . * Aa FN " lf 1 N + 
WT S 
1. bo Wh by * 


88 1 ſhall be cloſe e by you at the 
Church of the Cordeliers.;.'and when you are 
putting up fervent Prayers to Heaven for the 
Pardon of your Offences, my languiſhing 
Eyes ſhall put you in mind that to be for- 
given you muſt forgive; and I hope Religion 
will ſupply the Want of Love to which 1 
have no more any juſt Claim, Alas ] juft 
Claim! Can he who has; ſo, baſel roke 
through all the Rules of Honour and, e zrati- 
tude pretend to any ſuch Thing? No, my 
dear Eliza, I have wantonly forfeited; your 
Efteem 3 and if ever I am, xeftgred to Fayour, 


Compaſſion alone muſt plead. YE: Vault e of 
"We inen of Hof iowa 1 | 
| Pita buon vo 
Char ve Mzexiiue, Ml - 
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T the Chevalier” Dr Mehr rk. 


HERE ey few ET a ' would 
I nct, in my Caſe, be glad. of fo fa- 
y valable an Opportunity of revenging In- 
juries; but I. have a; different Way of 


thir king; and if your future een an- 
en 


Sis I 4 »., 
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fwers to your preſent Proteſtations, you may 
till bars ner to the F avour of | 


E L 7 Z A. 
P. S. I ſhall examine your Looks To- 


morrow, and ſhall be glad to read J 
Converſion in rol | 


* 


VICTORIA, cried the Warrior, upon Re- 
ceipt of this Billet; ſhe jumps at the Bait, 
and I will jump at ſomething elſe before I'm 
many Days older. 


TE met next Day in the Church; 
e after a little tender Chat, another 
Rendezvous at the Convent of the Gray- 
Friars was appointed, and h:re the Colonel 
finiſned the Work of his Reconciliation ; but 
told her, that it would not be proper he 
ſhould appear at her Father's Houſe, nor be 
feen with her for ſome Days, till he had got 
ſome Letters and Jewels out of Tereſa” 8 
Hands. In ſhort they met ſometimes at one 
Place and ſometimes at another, always with 
my Precautions for fear of Spies. 
| LOUIE yESvol s to bits sd: ai | 
0 Ar laſt, when he Judged: that: Things 
were ripe for — he told Elixa that 
he had al rich Uncle, who was to leave him 
his Eſtate, but was ſo infatuated with Chi- 
meras of Nobility, that he would never con- 
ſent to his marrying a Merchant's Daughter; 
for which Reaſon; he propoſed their marry- 
2UtE&5t X 2 ing 


4 


232 The TRAV E LS of 


ing privately, and not to declare their Mar- 
riage till after his Uncle's Death, which pro- 
bably would very ſoon happen, he being ex- 
tremely old, 
| Eliza was a little ſtartled at this Propoſal, 
and told him that ſhe could come to no Re- 
ſolution in an Affair of this Conſequence 
without her Father's Advice; but the Colo- 
nel anſwered haſtily, that if ſhe inſiſted on 
adviſing with her Father, the Project muſt 
miſcarry for many nn too long to be 
repeated. 


Ar laſt, poor Eliza's Heart ala ſtand 
out no longer | againſt the preſſing Sollicita- 
tions of this perfidious Man; ſhe fighed, 
dropped a few Tears, and told him, ſhe was 
ready to give him her Hand when ever he 
pleaſed. He expreſſed his Joy, no doubt, 
with all the Raptures of a happy Lover. 
4 yan d iges 
Tux next Night they were married by the 
fame Operator whom he had already employ- 
ed and the Colonel was introduced privately 
for five or fix Nights into Eliza's Apartment, 
But when ſhe thought berſelf ſecure and 
Happy in the Poſſeſſion of a lovely Huſband, 
behold an Order, I mean a pretended one, 
from Court appears, and burries the diſcon- 
ſolate Colonel to Alſace, N the 2 2552 
ment was then in eee 


Vom may judge of the terrible Condition 
of both the N * neither ſeeing no! 
hearing 
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hearing from their Huſband for three Months, 
but this was hothing compared to their Con- 
ſternation When at laſt, by ſome: Accident or 
married and with Child to the ſame Man. 
I am told they both intend to proſecute him 
before the Parliament; and where this odd 
; Affair will end Time _— can diſcover. 
. Hag our weaves or Apt Scandat- 
VP 3 ended his Story, and both the Count 
andi were heartily glad of it, becauſe neither 
of us were very fond of ſuch Adventures 
for my own. Part I fcarce had Patience to 
hear it out, and have fo mean an Opinion of 
the Dramatis ;Perſone. that J don't think 
them worthy of my Remarks, and leave 
my anke to Judge of then as they think 
nme 8. 11 


1 


. 5 4 9 of a G who had 
come to Paris, in the Retinue of the Por- 
een. Embaſſador, and with whom the 
Count was acquainted,” made our Hiſtorian 
e which gave me great Pleaſure; for 
T hate all thoſe Creatures who make it their 


milies with a Deſign e —_— their Failings. 


Tris Portugueze Genen told us, that 
the Water-works of Verſailles, « Marli, and 
Trianon, were to play next Day for the Em- 
baſſador. As I had never ſeen theſe glorious 
onuments of our Sovereign's Vanity dif- 
Ping. their aqueous Wonders, TI expreſſed 

X3 bone 


other, they diſcovered that they were both 


. conſtant Trade to dive into the Secrets of Fa- 
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vous for Hunting Matches; ſor there was but 


ſome Curioſity to ſee them; and the Count, 
tho? he had already ſeen them playing, was fo 
complaiſant as to ſay, that his Lady and he 
would accompany me; and he invited the 
Portugueze Gentleman to make à Fourth in 
his Coach, which he acceptet. 


a 0 


Trxovcn I have once and again told my 
Readers that they muſt not expect Deſcriptions 


Capacity, I will lead them through the Gar- 
dens in Triumph. But I think it would be 
prepoſterous to bring them there without 
telling them ſomething of the Palace, which 
in Lewis the Thirteenth's Time was but an 

indifferent Building, being then onlya Rendez- 


a ſingle Building, with a Front, o Wings 
with four Pavilions at the End of them, and this 
with a Park and Menagerie belonging to it, 
But Lewis XIV. intending io keep his Reſi- 
dence with a great Court here, began in 
1661 to environ the old Caſtle with one far 
more magnificent, and built Hotels or Pa- 
Aaces for Perſons of Quality, at ſome Diſ- 
tance from it; and upon the Avenue ii 
Paris is built à very regular Borough, bob L. 
for the Plan and uniform Diſpoſition d m 


Houſes. | 5 ha 

Tnoven the old Caſtle had its Paintings, Be 
and was enriched with other Embelliſhments, Tin 
yet the King not judging it proportionable to C01 


the Magnificence of the new, pulled dow! 
the back Part in 1678, which bas mue, 
„ | grace 
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graced the new, there being now a fair Sight 
of the Beaut 7. of its Apartments, od 


with the fineſt Paintings and Sculpture of the 
ableſt Maſters of our Age. 


＋. HE ; Gong Front, as I have 8 fa, 
is next the Gardens, on which Side there is 
a magnificent Portico, ſupported by Marble 
Pillars, and Aloored with Marble an hundred 
Yards in length; and the Gardens them- 
ſelves are not to be parallelled ; all the 
beautiful Models that Italy or the World af- 


kind; the W ater- Works W are in- 
än RR SE | 


= en 1 — 5 of the Pyramid, the Caſ- 


<ide- of the Water-alley, the Triumphal 
Arch, the Dragon Fountain, the Pavilion 
Foundilin; the Water-bower, the Fens, 
Theatre, Baſon of Ceres, the Water-moun- 
tain, the Baſon of Flora, the Banquettin 


the Iſland of Love, the Baſon of Saturn, the 
Baſon of Bacchus, the Baſon of Latona, the 


Labyrinth and the Water Parterre, require a 
more artful: Hand to deſcribe them, and per- 


haps nothing but an actual View can furniſh 
us with an adequate Idea of their various 
Beauties. The Groves, Grottos, Laby- 


rinths and en Ts on are — 
| gate da; A n ee ON 


BY, 


il * s 
« # 
* 


fords were confidered, in order to render 
= them the moſt perfect of any thing of that 


Hall; Apallo's Baſon near the Grand Canal, 
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Tux great Canal is » Sixteen. hundred 
© Yards long and Sixty- four broad, on which 


there are ſeveral Vachts and Galleys, in in 


which the Court ſometimes divert them- 


Towanps the Middle of the 8 
Canal is another which crofes it, at one End 
whereof is the Menagery well ſtocked. with 


all Manner of wild Beaſts; and at the other 


End is the beautiful ith l _ Tri ria- 


Bon. 


Tue Wates AY 3 TM! 


is brought from the Sein, a League and a 
Half diſtant from Ver ſailles, being carried to 


an Aqueduct of Thitty-fix Arches, ſtanding 


on the Top of a Hill, by a prodigious: Ma 
chine, which:;cofts about T wenty-five thou- 
fand Pounds per Annum to keep in Repair: 
From the Reſervoir the Water is conveyed 
I large Iron Pipes to the Fountains: _ 
Canals in the Gardena of! | TO 0 
Marli. 

Ix is a common ObGrration, that if is 
King had choſen a proper Situation where there 
was Plenty of Water, theſe Works would not 
| have coſt a tenth Part of the Money they 
did; but it was to ſhew his Grandeur, or 
Athen his Vanity, that he made Choice of a 
Place which had no Water near it, to erect 
the fineſt Water-works in the World, and 


which nothing but a nn Treaſure coul 
have 
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have effected; but our good Monarch by 
moſt extravagant Expences at home, and 
unneceſſary War abroad, propoſed to eter- 
nize his Memory, and acquire a Reputa- 
don equal to any of the ancient Greeks and 
= Romans. | | | 


Wurx we had taken a curſory View of 
all the ſurpriſing Objects, that from Step to 
Step preſented themſelves in this Paradiſe, 
we at laſt reached Trianon, which may be 
called a Summer-houſe to the Gardens of 
Vierſailles, when you are in this enchanted 
Place you would be apt to think you were 
BE tranſported to China; for here you ſee 
Rooms lined with Porcelain or China, in- 


ſtead of Wainſcot, and Floors laid with it. 
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I could not enter the Cabinet of Mirrors, 
nor throw my Eyes on the Coach where Miſs 
= Scarron made an Attempt, or rather ſeemed 
to make an Attempt, upon the good Jeſuit's 
EZ Virtue (for the Reader may remember that 
all the Advances ſhe made were concerted 
with Madam Maintenon) without laughing, 
which the Counteſs de Saluce obſerving, aſk- 
ed the Reaſon, and I promiſed to inform her 
when we were by ourſelves, 160 


Tu Portugueze Embaſſador, and all his 
| Company, took Coach at Trianon, and went 
A to Marli, which is another Palace built by 
"il Lewis XIV. between hy ay and St. Ger- 
na s, containing one large Pavilion and 

twelve little ones, ſix on each Side. The 

7 Situation 
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the Buildings are not comparable to Tria- 


of them richly deſerve particular Deſcription 
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Situation is lofty” and extremely pleaſant, but 


non. The Water-works are very beautiful, 
being ſupplied from the ſame Reſervoir that 
furniſhes Verſailles; and the grand Caſcade 
reſembles a River tumbling from a Precipice; 
the Baſons below it are adorned with Groups 
of Figures, and the Gardens afford fuch a 
Variety of pleaſing Objects that the late 
King and Madam Maintenon choſe to ſpend 
a great Part of their Leiſure Hours here. 


We took Meudon and St. Cloud in our 


Way back to Paris, the former the Ref. 


dence of the late Dauphin, ard the latter the 
Seat of the Duke of Orleans. Though both 


for their natural and artificial Beauties; yet 
as I am quite cloyed with the Wonders of thi 
Day, and I believe my Readers quite tire 
with following me about, I will give them 
and myſelf too a little Reſpite. 1 


As I am fic liable to its of the Spleen, F 
and at thoſe Times profoundly gull m 


Readers may gueſs that it is ſo with me juſt 


now when 1 have no better Entertainment to 
offer them than an old tedious Tale about 


Paris; but once more let me tell the your} 
Folks, that my Writings are calculated for 
ſedate old Age as well as frolickſome Vouth, 
and that T would rather pleaſe one old Mat 


of Senſe than twenty young Fools, wida, 


whom nothing can go down but Romance 


ee and Love Adventures; but if 
e. ic | entert⸗ i 


etr 


In 


20 1 ö 
"Al ac 
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ing 
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1 entertain them now and then in the ludicrous 
merry Strain, I muſt not quite forget to 
= pleaſe myſelf and others with ſomething ſolid 
and uſeful, and for that Reaſon, I muſt beg 
B their Fe. to;put down the following Ac- 
count of Paris, which I copied out of an old 
5 Book. | - 


= Paris upon the Seine in the Ifle of France 
zs one of che faireſt and greateſt Cities in the 
World. Apthors cannot agree as to the 
H original Name, o or: who was the F ounder of 


than Rome. Julius Cæſar ſpeaks of Paris as 
KB well a8 Julian the Apoſtate, who ſtaid in it 


1 The Lati „ and Greek Names of it are various, 
28 W W Leucetia, Lenucotetia „ e i and 
Tr Parifiorum. N 


. 2 


„ 
a 


3 BY 1180 ery. ancient, built in an Iſle 5 
E the River Seine, where yet may be ſeen 


SS 


1 InT is * en in it are, Ml 
etropolitan Church of Notre-dame or Vir- 
in Mary, La Sainte Chapelle or Holy Chap- 
P with ſeveral other Churches, and the 
lace. where. the ere and other So- 
ereign Courts hold their Seffions : This 
| Palace was the ancient Neicenge of the 


ing, and the Hall of St. Louis may 
; yet 
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it; but if we will believe Euſebius it is older 


a. great while during his . in Gaul. | 
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priſon Perſons of Quality., Charles V. re 


eur de Balſac called the Latin Country, a 


yet be ſeen in the Conciergerie or Priſon 
there. 


TE Town that lies to the north Part is 
lower than the reſt, and built laſt ; it has 
eight Gates, is crowded with Inhabitants 
and contains a vaſt Number of n 
Palaces, &c. 


Tux moſt famous Building in this 88 
is the Louvre, the King's ordinary Reſidence 
fince Lewis XII. Philip the Auguſt began thi 
ſumptuous Edifice in 1214, to lay up hi 
Treaſure and Records therein, and to im- 


4 

t 

t 

0 

F 
paired and enlarged it; and afterwards there 2 
were Additions made to it by Francis! 
Henry II. Charles IX. Henry] IV. E XIII 
and Lewis XIV. 


N 


F 
v 


Nor far from che Louvre is the EY N in 
Palace, called now the Palace Royal, 4 f to, 
was built by the Cardinal and Boke d F Feb 


Richelieu. 


= 
I ſhall not RE kt "Bea 45 wa De of N 
ſcription of the Palaces of the Princes of ti the 
Blood, and many others belonging to u mir: 
Nobility, nor fay any Thing but barely t Ref 
mention the Arſenal, Baſtile, the Great au thei: 
Little Chatelet, the Univerſity which A,, 


ed * 


others the City of Learning, nor about t 


other Colleges built * regular, and ſecul 


Perſon Ve 
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Perſons, reckoned in all to be above Sixty, 
with about 8000 Scholars. Op - 

Tre Parliament of Paris is the firſt in 
the Kingdom. Philip the Fair fixed it, and 
eſtabliſhed the Chamber of Inguęſis, which 


2 Charles VIII. divided into two, and W 2 
the Tournelle * 


Tux Chamber of Tnqueſts was SAfrervwitds 
divided into five; Francis I. created that of 
the Demeſnes ; and Henry III. added that of 


Comptes, or a Sort of Exchequer, where the 
Finances and Demeſnes of the King are re- 
giſtered and taken Care of, was erected at 
Paris at the ame Ti ime as the Parliament 
was. | 


Charles VI. eſtabliſhed the Court of Aids 
in 1355; Henry II. added a Chamber there- 
to, and Lewis XIII. afterwards added a 
third. | | 


7 of the Treaſurers General of France; and 
the Conſtable, Marſhals of France, the Ad- 
Emiral, the Great Maſters Inquiſitors, and 
Reformer of the Waters and Forreſts have 
their Juriſdictions at the Marble Table. 


1 — 


— lt. 


The Criminal Court. 


Vol, I, . | Tur 


3 \ the Regueſts of the * The Court det 


Tat Shan 8 is the Juriſdiftion 
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Tux Baily of the Palace hath his Chan- 
ber or Court i in the Grand Hall. 


Ix the Cloiſter of St: 8 de Lauxer- 
reis without the Palace Walls fits the Great 
Provoſt of the Houſhold; and in the grand 
Chatelet is held the Court for adminiſtering 
Juſtice, and managing the Affairs of this 
great City;; where alſo the Prougſt of the 
Merchants and Echevins, or Mayor and She- 
riffs meet for the Diſpatch of Buſineſs under 
their Direction. 


Taxxe's another Court of Juſtice ſupe- 
rior to all theſe mentioned above, which is 
the King's Council, and is divided into the 
Council of State, Exchequer, and Le Canſeil 
des parties, or a Sort of Court of Chancery 


which receives Appeals in feveral Cafes, 


, Tas Council of State is . of 
Perſons whom the King is pleaſed to call to 
it, and are called nen of State. 


— Council * the F een of 
a Super-intendant or Comptroller-general, 
Intendants, „ n ae and o- 
ther Officers. 
WY, % 
Le Con ſci! 5 Parties is | compoſed of the 
'Chanceltor, Councellors of State, and Maſ- 
ters of Requeſts, . of ory 


* WrrE 


RE 
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WERE I to give a Deſcription of its 
Churches, Convents, Hoſpitals, Colleges, 
Squares, Bridges, Gates and Suburbs, it 
would take up a whole Volume; but the 
Palace des Victoires deſerves, not only for 
Grandeur of the Square itſelf, but alſo for a 
Monument of human Vanity erected in it, 
to be ee taken Notice of. 


Turs Square is called Place des Vi ound 
becauſe of a curious Statue there of Lewis 
XIV. crown'd by a Victory, with a great 
many Bas-Reliefs, repreſenting the moſt re- 

markable Victories of this Prince. This 
Statue was erected by the Duke De la Feuil- 
lade, Marſhal of France, c. in the Year 
1686; *tis Braſs gilt, ſtanding upon a Pe- 
deſtal of white Marble ſtreaked, Twenty-two 
Foot high, ſupported by four Slaves, and 
ornamented by Trophies and Bas-Reliefs 
of ' Braſs, repreſenting the moſt remarkable 
Paſſages and Actions of his Majeſty” 8 Reign. 


Tux Groupe of this Statue conſiſts of three 


Figures, the King in his royal Robes being 


the principal; the next a Victory, who, 
ſtanding behind him, puts'a Crown upon his 
Head; and the third a N e beugen Cerberus 
Ving at his Feet. 


Tae King's e! is thirteen Foot pieb, 
and Cerberus at bis Feet repreſents the Triple 
League over which that Monarch is ſuppoſed 


to triumph: The Victory has one Foot upon 
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tend is one of the moſt ancient in Europe, 


de la Marche. 7. The College de Liſtes. 


a Globe, in a riſing Poſture, and another in 
the Air; ſhe ſpreads her Wings for a Flight 
and crowns the King as ſhe ſweeps along. 


Tu Is Groupe altogether, with the Globe, 
Hercules's Club, the Lion's Skin and Helmet, 
weighs about Thirty thouſand Weight, and 
yet was caſt at one N running, which 
makes it one of the moſt curious Pieces of 
the Kind that the World can produce. But 
the Allies once threatened hard to come and 
demoliſh it, and had not a ſeaſonable Peace 
ſtopt their Journey, I believe they would 
have been as good as their Word, 45 


Tu Univerſity which gives Name to that 
Part f the City which is fituated on the 
South- ſide the River Seine, the Pariſiens pre- 


and that it formerly conſiſted of an hundred 
Colleges, though there are but Fifty- fouf fe 
Houſes at preſent that bear that Name, and 
of theſe not more than ten where Exerciſes i 
are performed, viz. 1. Navarre, 2. Diff 
Pleſſis, which prepares the Students for the 

Sorbonne. 3. The College of Hurcourt. 
4. The College of Beauwns. 5. The Col - 
lege of the Cardinal Moine. 6. The College 


8. The College de Mantague. q. The Ce 
lege de Grafſins, And 10. The College of 
the four Nations or Mazarin's College. 4 
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In this Univerſity are ” profeſſed Divinity, 
Law; Phyſic, and the Liberal Arts, compre- 
hending Humanity, Languages, and Philo- 
ſophy. The Sorbonne, and the College of 
by Navarre, are e appropriated chiefly to Divi- 
nity. ö 
Tux Schools for ba are in the College 
F of Camb ray; and the Phyſicians have a noble 
* Anatomical Theatre in the Street Je Bout 
Serie, and a Hall where they read Lec- 
5 1 n 


TREE Nene eſteemed one of this PAR 
| cancers: in Europe, not only on Account of 
its Buildings, but the learned Doctors who 
Uinzabit i it, received its Name from Robert de 
Sorbonne its Founder, and made but a very 
[2 mean Appearance till Cardinal Richelieu re- 
© built and beautified it. The Church is a 
Vu elegant Structure, and has this Inſerip- 

tion over, the Fortal, 1 „ 


©» =s. 7 } 
d 


9 


pro, OPT. MAX. ARMANDUS 
CARDINALIS DE RICHELIEVU. 


8 
7 U. 


It has a 8 and four 3 ; and on 
the Side of the Court next the Houſe is a 
handſome Portico, aſcended by ſixteen Steps, 
here we read another Jyſcriptionz vix. 
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Armandus Ioannis Card. Dux de Richelieu, 
Soarbonæ Proviſor,, ædiſicavit Domum, 
e exaltauit Templum Sanctum 
.. ĩ 104A. 1 


Tux Inſide of the Church is adorned 
with Pilaſters of the Corinthian Order, be- 
tween which are Niches filled with Statues of 
Angels and Apoſtles; the Dome is finelj 
985 5 and the high Altar adorned with 
ſix Marble Pillars of the Corinthian Order, 
their Bafes and Chapiters Braſs gilt; and on 
jt is placed a fine Crucifix of white Marble, 
1 an admirable Piece of Workman- 
0 Ip. R i = 


Tux Tomb of the Cardinal is in the 
Middle of the Choir, on which he is repre- 
fented in an almoſt eumbent Poſture, ſup- 
ported by Religion and the afflicted Science 
weeping at his F cet. | 


THz Library is a handſome Fabric, ex 
tremely well furniſhed with Manuſcrips a 
well as printed Books, having the Cardinal 
Picture at one End of the Room, and his But 
in Braſs at the other. The Fathers and 
School Divines are regularly placed one afte! 
another, with their reſpective Annotatos 

under them. e 
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Tnz College contains Apartments fel 
Thirty-ſix Doctors; thoſe who are admittes 
amongſt them before they have _—_ 
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their Doctor's Degree, are only ſaid to be 


of the Hoſpitality of Sorbonne and not of the 
Society. | 


Ar ER the Students have attended pub- 
lic Lectures three Years, they are qualified 
for the Degree of Batchelors, and wear 
= Lamb-ſkins and Tippets two Years ; after- 
wards they are advanced to the Degree of 
Licentiates, when they are generally made 
Opponents to thoſe who come for their Doc- 
tor's Degree : Tranfubſtantiation, the Tri- 
nity, and Incarnation, are frequently the 
Topics on which they diſpute ; and in theſe 
Debates it is obſerved, that they take almoſt 
as much Liberty as they would in Proteſtant 
Countries. N 


Tu Unwerſity of Paris, according to 
their own Writers, was founded about the 
latter End of the Eleventh Century. Their 
= frſt Statutes were inſtituted Anne 1215 by 
= Robert Corceon Legate of the Holy See, in 
which Time there is no Mention made of 
any other Faculties, but Arts, Philoſophy 
and Divinity. $077 © 


Innicent III. introduced the Canon Law 
about the Year 1236; and it. appears by a 
| Bull of Pope Gregory's Anno 1231, that 


{ Univerſity ; Canon Law was only read in 

the Univerſity till the laſt Century, when 
Lectures were inſtituted for the Civil Law, 
and the common Law of the Nation, their 
e Schools 


there were Phyſicians then Members of this 
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Schools being firſt founded for the Liberal 
Arts only. 


. 
- W 


Tarr Head of the Univerſity, awdo-; is 
called Rector, is always elected from that 
Body, and never of the other Faculties. 
He has the Precedence in the Univerſity of 
all Perſons who are not Princes of the Bloed; 
his Habit of Ceremony is a Violet coloured 
Gown with a Mantle of Ermins; he is 
elected _— three Months. Re EIT 
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Tur Faculty of Arts i is  difiributed's among 
dhe four Nations. 1. The Nation of France. 
2. Tne Nation of Picardy. 3. The Nation 
of Normandy. 4. The German Nation, 
which comprehends all foreign Nations, 
as German, Engliſh, Iriſh, Italian, and 
every one _ them Li \ pompous | Latin 
aft : 


Tas Univerſity had e civil Jurif: x 
diction; and if any one of its Members had "MW 
committed a Crime, he was not anfyerable Þ* &, 
for it in other Courts, but the Caſe is other- 2. 
wiſe now, they have loſt moſt of their Privi- * 
leges; and other Colleges, Academies, and 
Societies for improving Arts and Sciences, 

| have been erected of late Years by the Royal 
Licence and Encouragement, in Oppoſition 


as it were to the Univerfity, which made 
vain e be to en it. | 


-T HE Revenues of the Unberfey which 
aroſe from a Grant of the Letter-Office were j&* 
l reſumed 
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BZ reſumed by the Government, and only a 
BB Penſion of Forty thouſand Livres allowed to 
the ten Colleges, where Exercifes were held 
till the Year 1719, when the Duke of Or- 
leans by Letters Patent raiſed it to One hun- 
dred and twenty thouſand Livres ; but as 
they are endowed with no Land Eftate, they 
lie wholly at the Mercy of the Government, 
and whenever the Court has extraordinary 
Occaſion for Money, probably the Univer- 
ſity will have their Penſion reduced. What 
contributes moſt to make Arts flouriſh in this 
= Univerſity at preſent, is that Emulation which 
is between them and the other Colleges and 
Accademies, and an Apprehenſion that they 
may be one Day judged uſeleſs by the State, 
if they do not exert their Talente. 


Tux Colleges which have no Dependance 
on the Univerſity are, 1. The College 

Royal, founded by Francis I. about the 
Fear 1531, for Philoſophy, Eloquence, 
Mathematics, Phyſic, the Eaſtern Languages, 


- &c, ſituate near the College of Cambray. 
15 ö 2. The Feſuits College, on the Front of 
1 which is written in Capitals. 

ad a: 

a COLLEGIUM LUDO/YICT MAGNT : 

al —— OTE 

on 


1 eſides which the Jeſuits have two other Col- 
eges wherein they obſerve their own Diſ- 
ipline; but the Students cannot take their 


Degrees, unleſs admitted of ſome College in 


e Univerſity, ha 
1 „ i Turi 
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of ingenious Men who met once a Week at 


TRakEIR Accademies are, 1. the French 4 
Accademy, which. was at firſt only a Society 


their reſpective Lodgings for Converſation, 
who being encouraged by Cardinal Rzchelien, 
attempted the improving and poliſhing the 
French Language; and 1635 the Accademy 
was eftabliſhed by a Royal Edict; Lew: 
XIV. appointed them an Apartment in the 
Louvre for holding their Aſſemblies, 


TRE Royal Accademy of Sciences was 
eſtabliſhed by Mr. Colbert about the Yea 
1666, and is compoſed of the moſt celebrated 
Philoſophers, Mathematicians, c. for whoſe 
Uſe the King built the Royal Obſervatory in 
St. James's Suburb, their Inſtitution being 
much of the fame Kind as that of the Royal 
Society in London. | ir 


FuxERRH was alſo a Royal Accademy eſta- tt 
bliſhed for Painting and Sculpture by Leu b. 
XIII. and another for Architecture by Lewin 
XIV. and the Goblins was erected by Roy), 
Authority, wherein all mechanic Arts art 
exerciſed and improved, as the Manufactu 
of Tapeſtry, Moſaic Work, wrought: Plate 
Hard-ware, or Works of Iron, Steel, Cor 
per or Braſs, Embroidery, &c. | ; 


Nie nxt vin 2711.91 14306 | 
Tus principal Libraries in Paris arp! 
1. The Royal Library, containing, as ſom 
fay, about Twenty thouſand Volumes d, 
valuable Manuſcripts in the Oriental oY : 
[ ating 


be k * * 
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Latin, French, and other living and dead 
Languages, and about One hundred and 


thirty five thouſand printed Volumes after it 
received the Addition of the Books in the 
King's Cabinet at Verſailles : the ſame Arret 
of the Council of State in 1720, which or- 
dered theſe Books, with the Medals and 
Rarities, to be tranſported to his Majeſty” 8 
= Royal Library in Paris expreſly enjoined, 
that no Book or Medal ſhould be lent out on 
EZ any Pretence, but by the King's expreſs 
Order; but that all Perſons, as well Fo- 
reigners as others, ſhould be admitted to 
peruſe the Books, &c. and accommodated 
1 with Conveniencies for their Studies, 
e q 
u Tux Library of S.. Vietor, files * its 
5 Manuſcripts, and a great Number of excel- 
lent Books, is open to the Public three Days 
A in a Week. 


1 nb Library of Cardinal Maarin alſo 
8 * been r ever lince the Year 1680. | 


"Then bibdury of M. Riponfund, Advecite 


| Faculty of Advocates, on Condition it ſhould 
ate be n . d 
1 Tur n * Fathers of the Chrif- 
tian Doctrine bas been made 8 liner 
art : ſhe Year 1778. 

ſom 
es N Trene. are ſeveral other xodiog Lib- 
reif ares, which are _ open to the reſpective 
Latif | Societies 


of the Parliament of Paris was left to the 
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Societies to which they belong, as the Lib- 
'rary of St. Martin's in the Fields, the Lib- 
rary of St. Genevieve, that of Sorbon, the Je- 
ſuits, Se. Fr 


— 


Trovcn I am perſuaded that many Per- 
ſons, into whoſe Hands my Travels may fall, 
have no Occaſion for ſuch Deſcriptions, 
which they have no doubt ſeen more ample 
and exact in other Books, yet as ſome of my 
Readers may not have had Occ aſion to read 
any thing of this Kind, I ſhall add a fey 

about the Hoſpitals, Squares, and Bridges of 
Paris. | 


Tax Hoſpitals of Paris, which are about 
Thirty in Number, ſome founded for poor 
old infirm Perſons, ſome for Foundlings, ot 
Children whoſe unhappy Parents know not 
how to provide for them, whether legitimate 
or not; others for Orphans, mad People, 
blind, Vagrants and Incurables; of which 
the four chief are thoſe called Hoſpital 
General, the Hotel Dieu, the Haſpital fi 
_ and the Hotel- Royal des Tnva- 

des, | ! be | 


Taz Hoſpital General is a vaſt Pile d 
Building, containing fix diſtin&t Houſes ; 
one whereof is for poor old Women and 
Girls: Another for poor Families ani 
Foundling Children, the others for pod 
Women ſent here to lie in, Beggars, VIM Rei. 
grants, &c, In all the fix *tis ſaid, then cula 
are frequently Ten thouſand People, wh 

| ale 


E 


——- VL! * 


! 
* 
3 
b 
{ 
= 
by £ 
{HM 
44 
. " 
. 
2 8 
* 
. 
* 
EN 
4 
* , . 
\ 1 
#2 
t 
i 
4 
nh 
LY 
U 
Ly 
” 
4 
Mo 
by 
4 
U 
* 42 
= 
$1. 
Ly 
E. 
v4 
% * 
5 
} 
Ls o 
4 
8 P 
» 
4%; 
. 
7 
. 
— 4 
its 
Ll p 
l 
4 
4 j 
* 
* 
. 
.» 
« 
r 
al * 
=. 
Wh 
wy 
.v 
» oth 
= 
_Þ 
- 44% 
= 
4 I 
* 
4 
mo 
* L. T 
— oa 
4 
N 
9 
i 
3 
4 
1 * 
* 
+ at 
l * 
3 
2 : 
{ I 
o * 
. . 8 
* * 
. 
3 
"4A 
£5 
x 
7 1 b 
_ 

' oe 
"of 
x 
« L 4 
= 
it 

Ws 
* 
1 
2 * 
4Z 
_ 
4 
* 
* 
ty 
TT 
"To * 
od 
\ Wit 
Fx 
A241 
«© 
v.00 
444 1 
r 
* 1 
— $ 
4 
br 
i 


1 


— yo. — 
— : Fer neg 


"=== —— n 


+ 
a+ 

_ 
E 


here 


ail 


| Mademoiſelle de Richelieu. 253 
are employed in Work when they are well, 


and taken Care of when they are ſick ; it 
was finiſhed by Cardinal Mazarin in 1657. 


Tarr Hotel Dieu is the moſt ancient Hoſ- 
pital in Paris, and entertains all People 
who are brought thither, whether Natives 
or Foreigners, which occaſions it very often 
to be too much crowded. The Sick here are 
attended by the Nuns of St. Auſtin's with 
great Care and Tenderneſs; and the Danger 
and Trouble of this Office making it eſteem- 
ed meritorious, the Ladies of the firſt Qua- 
lity have ſometimes undertaken it, among 
whom was' the Dutcheſs of Nemours, who 
took. the Small Pox and died in it. 


Ix the Hoſpital of Charity, the Friars of 
St. John's perform the ſame Office as the 
Nuns do in the former, | 


TRE Hotel Royal des Inualides, or the 


$ Royal Hoſpital. for wounded and infirm Sol- 
5 eg is by far the moſt magnificent; it is 


compoſed of five handſome Quadrangles built 


of hewn Stone, of which the largeſt ſtands in 
the Middle of the reſt, - the Squares being 
& ſurrounded with Piazzas and Galleries above 
them make a very ſplendid; Appearance, In 
the Refectories or Halls where the Soldiers 
eat, are all the famous Batd es and Sieges 
painted which were fought during the late 
Reign. The Chapel is magnificent, parti- 
Jcularly the Cupola, which i is adorned with 
T admirable Paintings. 


Vol. I. | yl TRE 
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Tun Officers, of whim hoe; are uſually 
between Four and Five hundred, lie two and 
two in a Chamber, each having a Bed to 
himſelf ; and the private Men, Six or Seven 
vhoufand in Number, but not all in the 
Houſe at a Time, lie ſix or ſeven in a Room, 
but every one has a Bed to himſelf; the 
Apothecary's Shop is extremely well contriy- 
ed, and well furniſhed with Drugs, and the 

Siek are attended by the Siſters of St. La- 


* 


TE Officers are ſix in a Mace, and the 
common Soldiers have every Man his Portion 
ſerved up to him in the common Halls ; and 
they are permitted to go out and * 
their Aﬀairs two Days i in a Week. 


I was by this Time ako ſick wick the 
nojſome Smells of Hoſpitals, and therefore 
Haſtened to the Place de Lewis le Grand to 
breath a little freſh Air; and ſince I am now 
there, Civility obliges me to tell my Readen 
that this Spuare is a large Octogon, open to- 
wards the Street of St. Honoré, capable 0f 
containing Ten thouſand Men, and ſur- 
rounced with glorious Buildings; but the 
greateſt Ornament is the fine Equeſtrian 
Statue of the late King Lewis XIV. in the 
Middle of it, twenty Foot in Height, and 
made of Braſs, ſaid to be run at one Caſt; 
it ſtands on à Marble Pedeſtal filled with In- D 
ſcriptions, containing the great Actions N 2 
chis man, | | 


* 
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A propos, ſo little qualified am I to give 
Deſcriptions, that when I was giving ſome Ac- 
count of the Place des Victoires, I forgot the moſt 
eſſential Thing which is the grand Inſcription 
in Latin, and I believe my Female Readers 
BZ would have forgiven me had I altogether for- 

got it; but on the other hand, I conſider 
that I have to do likewiſe with curious Vir- 
tuoſos, who cannot pardon ſuch an Omiſ- 
ſion; and therefore, to keep in good Terms 
EZ with them, I ſhall take the Trouble to put 
b : down here though not in a very proper 
Place. 


BZ As I have already faid, this proud Mo- 
= nument was erected by the Duke De la 
Feuillade to his Maſter's Glory in the Year 
1686. The Tenor of the grand Inſcription 
I is as follows, A | EL 


LUDOFICO magno, Patri exerct- 


nis Populis, extruftis ad Tutelam finium, 
= jirmiſſimis Arcibus, Oceano & Mediterraneo 
inter ſe junctis prædari Vetitis toto Mari 
Piratis Emendatis Legibus, Deleta Cal- 


Nominis Gentibus remotiſſimis, cunctiſque ſum- 
na Providentia, & Virtute domi foriſque 
alt compoſitis. Franciſcus Vicecomes Daubuſſon, 
In- Dux De la Fueillade, ex Franciæ paribus, 
8 5 & Tribunis Equitum unus in Alobrogibus Pre- 

re 
4 , 1 


WY trum & Ductori, ſemper felici, Domitis hoſ- 
tibus, protectis Sociis, adjectis Imperio fortiſ- 


veniana Impietate; compulſis ad Reverentiam 


* 
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rex & Pretorianorum peditum præfectus ad 


Memoriam poſteritatis ſempiternum, P. D.C, 
ENGLISH ED thus: 


© To Lewis the Great, the Father, and 
<< always ſucceſsful Leader of his Armies, 
© having fubdued his Enemies, protected 
© his Allies, added mighty People to his 
Empire; builded impregnable Citadels to 
« defend his Frontiers, joined the Ocean 
<< and the Mediterranean; cleared the Sea 
% of Pyrates, reformed the Laws, eradi- 
& cated Calvini/tical Impiety, compelled the 
“ remoteſt Nations to revere his Name, and 
& ſettled all Things at home and abroad by 
<< his great Prudence and Valour : Francis 
« Viſcount Aubuſſon, Duke De la Fuillade, 
<<. Peer of France, Colonel of Horſe, Vice- 
<< roy of Savoy, and Captain of the Royal 
<< Guards, to perpetuate his Memory to 
„ Poſterity, has erected, dedicated, and 
„ conſecrated this Statue.” 


Now my Hand's in, I muſt till beg a 
little Indulgence to ſome more dull De- 
ſcriptions, for which my Readers ought ra- 
ther to pity than to find Fault with me, 
ſince I can aſſure them with the greateſt 
Veracity that I am heartily tired with them. 
But, ſay they, if this be the Caſe, why do 
you plague us and yourſelf too with ſuch dry 
inſipid Stuff? Why truly, to be very in- 

2 genuous, 


* 


oY 


2 
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genuous, the Reaſon is plainly this: I know 
by myſelf how fond a Woman is of an en- 
tertaining Book, and that ſhe would much 
rather loſe her Reſt than not to know the 
Reſult of a pretty Story, ſo that if I were 
not now and then a little dull, and by that 
Means give a little Reſpite, it might happen 
with every young Girl, into whoſe Hands 
my Travels happen to fall, as it did with 
a young Lady of my Acquaintance, who 
ſpoiled a pretty Pair of Eyes with poring 
Night and Day upon Caſſandra, I ſhould be 
very ſorry any ſuch Mifchief ſheuld happen 
upon what drops from my Pen, and therefore 
Ladies divert yourſelves the beſt Way you 


can, till I take a View of ſome Squares, Gates, 
and Bridges. DO 3 
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Tux Place Royal is perfectly ſquare, and 
= one of the largeſt in Paris, about the ſame 
= Dimenſions as Lincoln's- Inn- Fields in Lon- 
don; it has a Piazza on every Side, and the 
EZ Buildings are magnificent and uniform; in 
the Middle of it is an Equeſtrian Statue of 
Leruis XIII. erected by Cardinal Richelieu, 
vith ſeveral Inſcriptions, expreſſing the moſt 
remarkable Events of his Reign. 


Tux Place called the Greve lies by the 
ERKiver Side; it is here the People aſſemble 
Jon rejoicing Days, and likewiſe the Place 
where Offenders are executed for capital 
Crimes. 5% 
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Tux Place Maubert ſerves for holding 
one of the greateſt Markets in Paris, on 
Wedneſdays and Fridays Weekly, and lies 
near the Keys de Tournelle and St, Ber- 


nard, 


THE principal Gates are thoſe of F.. 
Denis, St. Martin's, St. Anthony's and S:. 
Bernard, which are not unlike that of Temple- 
Bar in London. mY | 


TrarT of St. Denis is Seventy-two Foot 
broad, and of the ſame Height, being built 
after the Model of an ancient Triumphal 
Arch ; there are two little Portails on the 
Sides of the great one; the largeſt is 
Twenty-four Foot in Height, and on it 
ſeveral Baſſo Relieuos repreſenting. the French 
Armies paſſing the Rhine, Waal, &c. with a 
vain Latin Inſcription. | 8 


Taz Gate of St. Martin was built in the 
Year 1674, after the ſame Model as that of 
St. Denis, reprefenting a Trin nphal. Arch 
with three Overtures, the largeſt fifty Foot 
in Height, and as many in Breadth, with 2 
little Portail on each Side, with two In- 
ſcriptions, not leſs vain than that of S. 
9 15; BRO RIB 4, 2 
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Tux Gates of St. Anthony and St. Ber- 
nard are alſo both of them built after the 
Model of a Triumphal Arch; the latter 6 

0 > adorned 45 1 
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adorned with | Baſſo Relievos on one Side, 
repreſenting the King diftributing the Wealth 
brought into this City by Navigation, On 


the other Side, we ſee a God ſteering a Ship 
under full Sail, | | 


As Paris is divided by the River Seine 
into three Parts, there are not leſs than ten 
or twelve Bridges over the feveral Branches 
of it, of which the three principal are the 
Pont Royal, the Pont Notre- dame, and the 
Pont Neuf. KR 


Trax Pont Royal is a plain Stone Bridge 
of five Arches, built croſs the united Stream 
of the Seine, over-againſt the Thuilleries 
about the Year 1685, in the room of a 
Wooden Bridge which was broken by the 
Floods, Lewis XIV. to perpetuate his 
Name, - lodged in the Stone-work of this 
Bridge ſeveral Cedar-boxes, adorned with 
the Rem of France, in which he encloſed 
ve twelve Copper Medals, twelve of Gold, and 
twelve of Silver, with ſeveral Mottos relat- 
ing to his Conqueſts ; this Bridge is Seventy- 

two Fathoms long, and eight Fathoms four 
Feet broad. 


Tre Pont Notre-dame, or our Lady's 
Bridge, fo called from its lying over that 

Part of the Seine which runs between the 
Iſland of Netre-dame and the South Part of 
the Town, is alſo built of Stone, and hath 
Houſes on each Side as London Bridge, but 
is much ſhorter ; it was built by Lewts wo 


- LAM POE IIS 
2 
e Rs RT, ET DOB Net 
* 0 * 9 > F W 5 0 
R ie 3 5 „ 8 2 12 
e SSP F 8 N 


260 The TRAVELS of 


about the Year 1507, in the room of a 
Wooden Bridge which was carried away by 


Tk Pont Neuf, or New Bridge, is 2 
handſome Piece of Architecture, and lies 
over both Branches of the Seine and the 
weſt End of the Iſland called the Palais; 
it is One hundred and ſeventy Fathoms long 
and twelve broad, raiſed on each Side for 
Foot People to walk on, in which reſpect it 
is more commodious than London Bridge, 
but is not near ſo large nor ſo ſubſtantial, 
nor indeed is there any Occaſion that it 
ſhould, the Water not running with that 
Force it does at London, and there being no 
Manner of Tide here. it 


TuIs Bridge was begun by Henry III. in the 
Year 1578, and finiſhed by Henry IV. in the 
Vera 1604. On it is an Equeſtrian Statue of this 
Prince much laxger than the Life, ſet upon a 
Pedeſtal, with four Slaves at the four Cor- 
ners, and the Inſcriptions and Baſſo Relieves 
ſhew the moſt memorable Tranſactions of 


his Reign. | UI 


I thank my Stars I am now got out of 
the Labyrinth of Deſcriptions, and find my- 
felf as it were relieved of a heavy Load 
which has ſo fatigued me, and I dare ſay my 
Readers too, that I ſhall endeavour to in- 
demnify them, and myſelf likewiſe, by ſome- 
thing more diverting. 


* 
>. 
WV. 
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One Evening as I was in queſt of the 
Count and Counteſs de Saluce, with whom I 
had appointed to meet in the Gardens of the 
Thuilleries, not finding them in the great 
Walk I went to the Alley called the Lover's 
Walk, or the Alley of Sighs; and having 
ſeated myſelf on a Bench, a handſom genteel 
young Man came and fat down by me, We 
remained ſome Time filent, but being re- 


ſolved to have a little Converſation I firſt 
broke the Ice. 


IT is a little ſurprizing, Sir, ſaid I, that 
People of your Age and mine ſhould come 
| and ſeek Solitude in this retired Alley, un- 
leſs it be to ſigh for ſome cruel Fair; for 
my Part I never was maltreated by Love, and 
| nothing of that Kind brings me here, and I 
ſhould be glad to think the Caſe were fo with 
you too; but a certain Melancholy which 1 
obſerve in your Looks, and ſome Sighs which 
you endeavour to ſmother, make me con- 
| clude that your Mind is not eaſy ; and tho? 
J am an intire Stranger to you, and conſe- 
quently ought not to imagine that you will 
truſt me with any Secret, yet I find, from I 
know not what Reaſon, that it would give 
me great Pleaſure to do you Service. 
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I thank you, Sir, ſaid he, and whether 
what you ſay be ſincere or only Compliment, 
I ſhall frankly tell you that IT am very much 
miſtaken if you are not a Perſon whoſe 
7 Friendſhip is valuable, and that it gives me 8 
: | _great 
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great Pleaſure that your Thoughts and mine 
correſpond in wiſhing for a nearer Acquaint- 

_ ance, which I ſhall be very ready to culti- 
vate; and therefore ſhall preſume to aſk 
your Name and where you lodge, that I 
may have the Honour of paying you a Viſit; 
both which I directly told him, and intreated 
he would do me the Favour to come and 
dine with me next Day, to which he agreed ; 
and perceiving an elderly Man coming to- 
wards us he roſe from his Seat, and told me 
that having ſome Buſineſs with that old 
Gentleman, he muſt deprive himſelf of the 
Pleaſure of my Company till next Day, ſo 
made me a Bow and walked off. 


. AFTER he was gone I began to conſider 
what made me fo fond of this young Man at 
Arſt Sight, and was under ſome Apprehen- 
fions of that Weakneſs which the World 
calls Love; but upon a more ſtrict Exami- 
nation of my Heart, I found no other De- 
fires in it but ſuch as I felt for the Count 45 
Saluce and his Lady, which could amount to 
no more than Friendſhip, and this Difcovery 
gave me a great Deal of Pleaſure, | 
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I rambled up and down the Garden for 
ſome Time in queſt of the Count and his 
Lady, whom I at laſt diſcovered on the Ter- 
ras facing the River ; and upon my coming 
up to them, they told me that I had leſt the 
Pleaſure of being preſent at a very . 
Scene between two Ladies, who after ſome BY 
hard Words had at laſt come to Blows; | 


* 
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and notwithſtanding all that a Gentleman, 
who was with them, and whom they both. 
loved, could ſay or do, had tore and 


ſcratched one another's Faces to the Effuſion 
of Blood. | | 


Tas Prince de Conti happening to come 
to the Field of Battle when the two Ama- 
zones were in hot Engagement, inſiſted on 
BZ knowing the Quarrel, with an Intention, as 
be pretended, to make up the Breach, but 

in Reality to divert himſelf; and having 

made a Ring about the two Combatants and 
their Lover, he very courteouſly offered his 
= Mediation, : 


= Prince, ſaid one of the Ladies, named 
EZ Mademoiſelle de Cloſier a Counſellor's Daugh- 
ter, and who had been the Aggreſſor, I look 
upon your Highneſs's Preſence here at this 
EZ Time as a very lucky Accident, and I ſhall 
with great Pleaſure ſubmit the Difference 
„between that Woman and me to the Deter- 
EZ mination of a Prince who is as famous for his 
Equity as his Capacity. 


= Your Highneſs muſt know, continued 
ſhe, that this baſe Woman, pointing to her 
Antagoniſt, has uſed a thouſand helliſh Stra- 
tagems to make a Breach betwixt this 
Gentleman and me, with whom I have 
kept Company for above a Year, upon the 
Proſpect of Marriage, which we had mut- 
zually promiſed, and the Celebration on it 
_E only 


Ry 
* 


264 The TRAVELS of 


. 


only delayed till the Arrival of his Uncle, 
on whom he has a Dependance. 


SHE carried on her damnable Scheme fo 
artfully, without appearing in any Part of 
it herſelf, that inſtead of ſuſpecting her, 
conſulted with her upon every thing that 
happened, and would not for the World 
have acted otherwiſe than ſhe adviſed; ſo 
that without appearing to oppoſe my Incli- 
nation for this Gentleman, or our intended 
Union, ſhe found Means to have me repre- 
ſented to him, and him to me, in ſuch black | 
Colours by ſeveral. of her Friends that we | 
had a terrible Quarrel, and could ſcarce bear MT | 
the Sight of one another; and had we not, « 
by a very unexpected Accident, diſcovered f 
the whole Plot, ſhe would have ſucceeded to WT a 
her Wiſh; but what is more ſurprizing to n 
me than all the Villainy of her horrid u 
Scheme is, the Impudence of the Creature WM & 
to come boldly up to this Gentleman and me, u- 
as we were walking together, though ſhe Se 
knew very well that we were fully informed | dr 
of every Step ſhe had taken: I confeſs that w. 
I was ſo provoked at this inſufferable Piece poi 
of Impudence, that I could not hinder my- 
felf from ſaying ſome harſh Things to her, 
which ſhe anſwered in Terms not leſs offen- 
five ; ſo that after a ſhort ſcelding Bout we, 
came to Blows, and I believe we ſhoull 
ſcarce have given over the Combat till we 
had pulled out one another's Eyes, had not 
the Preſence and the Reſpect — to 28 

| rincef 
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prince of the Blood procured a Ceſſation of 
Arms. 


Tk other Lady did not at all deny but 
that ſhe had uſed all poſſible Means to create 
Jealouſies between her Rival and the Gentle- 
man; but hoped his Royal Highneſs would 
conſider that, as Self-love is, and indeed 
ought to be, the Motive of .almoſt all our 
Actions, it was her Buſineſs to diſappoint 


1 : a Rival who propoſed to make a Property of 


a Man whom ſhe loved, and to whoſe Heart 


| ſhe had an equal Claim in the Way of per- 
ſonal Merit, and if the Advantage of a 


ſuperior Fortune ought to determine his 
Choice, ſhe might have expected the Pre- 
ference 3 but not to trouble your Highneſs, 


added ſhe, with a long Enumeration of our 


mutual Claims, I ſhall put the whole Iſſue 


| ; upon this ſimple Queſtion, which I humbly 


ſubmit it to your Highneſs's Conſideration, 


whether a Man who has any Pretenſions to 
2 Senſe and Reaſon would not prefer a Hun- 
dred thouſand Livres to Twenty thouſand, 
when the Odds of Beauty bears no Pro- 
portion to the Money. | 


TRE Caſe is delicate, ſaid the Prince, 


and I cannot take upon me to decide in it; 
and then addreſſing himſelf to the Gentle- 
man, Sir, ſaid he, ſome Men would have a 
Vanity in making a Conqueſt of two ſuch 
pretty Ladies, but as the doing Juſtice to 
one muſt be attended with Cruelty to the 
other, a Man of Gallantry muſt be puzzled 


Vol. I, 2" WN how 
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how to determine himſelf ; however, as the 
Ladies have come to ſuch Extremities al- 
ready, and that greater Miſchief may pro- 
bably happen, I think it is incumbent upon 
vou to prevent more Blood ſhed, by de- 
claring yourſelf now in favour of one of 
the two. | 


I wiſh the Ladies, anſwered the Gentle- 
man, had choſen a leſs publick Place to de- 
cide their Quarrel, though I am perſuaded they 
could no where meet with a more competent 
Judge than your Highneſs ; but ſince what's 
done cannot be undone, and that our Affairs 
cannot be made more publick than they now 
are by this unlucky Accident, I humbly en- 
treat your Highneſs would be pleaſed to pro- 
nounce which of the Ladies I am to marry, 
and I will punctually obey your Com- 
mands ; upon which, the Prince turning to 
the Ladies, aſked if they would agree to 
his Deciſion, and they both anſwered yes. 


WELL, well, cried he, my Opinion is 
that Chance ſhall decide the Matter ; we 
will write down the Ladies Names upon two 
Bits of Paper, put them into a Hat, and get 
this little Miſs, pointing to a Child, to draw 
out one of the Names who ſhall be the happy 
Woman. | | 


. 


TE Prince got a Pencil, and having 
wrote the Names put them into his own 
Hat, which he took Care to ſhake that the 
Ladies might have fair Play; and the 81 

ir 
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Girl being called, pulled out the Paper, on 
which was Mademoiſelle de Cloſſer's Name, 
at which poor Mademoiſelle Biron, the other 
Lady, was like to faint ;. but the Prince flew 
to her Aſſiſtance, and told her that he would 
provide her a Huſband that ſhould be no- 
thing inferior to the one ſhe had loſt, and to 
convince her that he was in good Earneſt, he 
took a Gentleman by the Hand who made 
one in the Ring, and preſenting him to the 
Lady, told her, that he hoped ſhe would 
allow his Friend to conduct her home, 
which, added he ſmiling, will give you both 
an Opportunity of knowing one another's: 
Merit, and inſpiring you with ſuch Senti- 
ments as I could wiſh you both to have. 


TRE Gentleman, whoſe Name is the 
Chevalier D' Orville, after returning Thanks 
to the Prince, made a handſome Compliment 
to the Lady, who preſented him her Hand ; 
and after telling the Prince that ſhe thought 
it her Duty to obey his Orders, ſhe directed 
her Steps towards the Garden Door, led by 
her new Gallant, and Mademoi ſelle de- Hicſier 
with her's, after a fine Compliment to his, 
Highneſs as the Author of their Happineſs 
(which by the Bye was the meer Effect of 
Chance) walked towards the oppoſite Door 
of the Garden, and the Prince with his Court 
continued. their Walk, laughing heartily at 
this Adventure, which with what had hap-_ 
pened to me in the Lover's Alley, afforded 
ample Matter for us to diſcourſe upon after 
we were returned to our Lodgings. 
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Tut next Day about Ten o' Clock a 
Footman brought me the flowing. py 
ter. 


eee 


To the Chevalier DE „. at 
the Hotel de Luines. 


DIR, 

ERE I to conſult only my Incli- 

nation, I ſhould, no doubt, per- 
form my Promiſe to you laft Night in the 
Alley of Sighs, but as I have changed my 
Breeches into Petticoats, or rather as I am 
not a Man, buta Girl, who, to avoid being 
forced by ſevere Parents to marry an old 
diſagreeable Miſer, has made an Elopement, 
dreſſed as you ſaw me; Decenc) and Mo- 
deſty, which J hope you think the beſt Or- 
naments of my Sex, will not permit my 
vifiting a Gentleman who is no Relation; 
but ſince I muſt deny myſelf the Pleaſure of 
ſeeing you at your own Lodgings, my Aunt, 
at whoſe Houſe I now am, authoriſes me to 


tell you, that the Chevalier de Radpont ſhall 


be welcome to her Houſe, if his Curioſity 


prompts him to come and ſee whether Peti- 
coats or Breeches beſt becomes his Humbi 


Servant, 


Feliciti de Cobrbor. 


P. S. My Aunt's Name is Madam de Perrin 


and her Houſe in St. Deuuis Street. F 
h 
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My Anſwer to the kbove. 
Mapam, 
F OUR Metamorphoſis neither ſurprizes 
5 nor afflicts me; for to ſpeak the Truth, 
l thought there was ſomething too delicate in 
& your Shape, Complexion, and Features for a 
Man: Though the Sight of you in Peticoats 
may be dangerous, and the Loſs of my Liberty 
may perhaps be the Confequence of it, yet 
J muſt ſatisfy my Curioſity, and afſure the 
lovely Miſs Courbon in Perſon that none is. 
more her moſt obedient Servant than the. 


Chevalier DE RapeonT. 


l dined, according to Cuſtom, with the 
Count and his Lady, to whom I ſhewed Miſs: 
Courbon's Letter, and told them that I re- 
ſolved to make her a ' Viſit after Dinner. 
Why not, ſaid the Count, but take Care that 
this pretty Miſs does not put a Stop to our 
travelling Project. No, no, cried I, though 
J have all the Regard for her Charms that 
they deſerve, yet I dare ſay they will not 
= have the Power to retain me at Paris. 


— / f 

Mx dear Chevalier, faid he, don't let us 
truſt too much, nor be over confident of our 
$ own Strength? you, perhaps, may juſt now 
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think as you ſpeak, but Women are bewitch- 


in Spite of all our Reaſon and Philofophy : 
ere I ſaw this fair Lady, continued he, 


make me think otherwiſe, but I ſoon found 


would have ſacrificed not only Liberty but 


be yours, and J muſt own that this Viſit 


think that you had preſerved your Liberty 


ing Creatures, and will ſteal into our Hearts 


throwing an amorbus Glance at the Counteſs, 
Liked fach an Indifference, or rather an 
Averſion to Matrimony, that I thought it 
was not in the Power of the whole Sex to 


my Miſtake, and in a Quarter of an Hour's 
Time became quite another Creature, and 


the whole World for the Poſſeſſion of what 
T now enjoy, and in which I place the whole 
Happineſs of my Life; fo that my dear 
Friend, added he, what was my Caſe may 


alarms me, from a Notion that it may per- 
haps alter your Scheme, and deprive me of 
the Pleaſure which I propoſed to myſelf 
in your Company to the South of France. 


My dear Count, anſwered I, nothing can 
be more obliging than the Fears you are 
pleaſed to expreſs of my becoming Miß 
Courbon's Conqueſt ; but tho? I do Juſtice to 
her Merit, T can very well diſtinguiſh be- 
tween the irreſiſtable Charms of = Coun: 
teſs de Saluce and Beauties of an inferior WM 
Claſs; I ſhould be as much. furpriſed to 


after ſeeing her, as of my loſing my own 
upon a ſecond Interview with Miſs Cowurbon, 
and I muſt add that my Inclination or rather 
Paſſion for travelling is ſuch, that were your 


Propheſy 
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Propheſy to prove true, and that her Charms 
ſhould make an Impreſſion upon my Heart, 
even that ſhould not hinder me from purſu- 
ing my Scheme, nor from waiting on the 
Count and Counteſs de Saluce, whenever, or 
wherever they ſhall order me to attend 
thein. 


Bur, ſaid the Counteſs ſmiling, and ad- 
dreſſing herſelf to the Count, if my Con- 
jectures be not wrong, this young Lady en- 
tertains as favourable an Opinion of the Che- 
valier as he does of her; and in this Caſe, 
would it not be ſomewhat cruel in us to drag 
a Man from Paris, whoſe Abſence will per- 
haps make her miſerable. I know by Ex- 
perience what we Women ſuffer in ſuch 
Caſes, and I would not for any Conſidera- 
tion contribute to break a poor Lady's Heart; 
=: ſo my Dear, added ſhe, taking the Count by 

the Hand, is there no Way to bring her and 

me together? Though in moſt Things our 
Penetration is far inferior to that of Men, 
e pet we have the little Art of finding out one 

EZ another's Sentiments better than the Men, 
oY particularly in Matters that regard the 
Heart. | 
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I can with the Chevalier's Permiſſion, an- 
ſwered the Count, very eaſily bring that a- 
bout; for the Lady with whom Miſs Cour- 
bon lodges is Widow toa Man who was an 
Advocate in the Parliament, employed by my 
Father ſeveral Times, and whom J have ſeen 
in Auvergne, The Regard our Family _ 
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272 The TRAVELS ff 
for the Huſband will authorife a Viſit to the 
Widow; and if our dear Friend here would 
not look upon us as > 08 to obſerve his and 
the young Lady's Behaviour, I would pro- 
poſe our accompanying him in this Viſit. 


WIE all my Heart, eried I, laughing 
within myſelf at their Fears of my being 
caught, I ſhall be heartily glad of your Com- 
pany, that you may tell me whether I am in 
Love with Miſs Courbon, and your Lady whe- 
ther I meet with any Return. | 


Marr ERS being thus ſettled, the Coach 
was ordered to be ready at Three o' Clock, 
and away we drove to Madam Perrin's, to 
whom Word was ſent up that the Count and 
Counteſs de Saluce were come to pay her a 
Viſit, and we were immediately introduced 
into a low Parlour, where the Widow and 
Miſs Courbon were to receive us. 


TE Count made Madam Perrin a Com- 
pliment of Condolence upon the Death of 
her Huſband ;* and after preſenting his Lady 
to her, took me by the Hand, and faid, 
Madam, give me Leave to preſent the deareſt 
of my Friends to you in the Perſon of the 
Chevalier de Radpont; and then turning to 
Miſs Courbon, Mademoiſelle, added he, as 1 
have preſented this Gentleman to your Aunt, 
I hope he will do me the ſame Favour with 
regard to you, ſince J underſtand that you are 
already acquainted. 
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Tux ſlender Acquaintence, anſwered I, 
that I have with this Lady does in no Man- 
ner intitle me to aſk her a Favour ; however 
in the preſent Caſe, as ſhe will, I dare ſay, 
look upon my introducing a Gentleman of 


an Obligation than any thing elſe, I ſhall 
freely take upon me to tell her, that I know 


Friendſhip, 


Miss Courbon made the Count a very 
= graceful Curteſy ; and addrefling herſelf to 
me: Sir, ſaid ſhe, you judge very right 
that I am indebted to you for this Favour, 
and I thank you for it ; but ſuppoſe the Caſe 
were really otherwiſe, I could not without 
Ingratitude but be glad of any Opportunity 
to oblige a Man who ſo frankly offered me 
his Service Yeſterday; but I don't know, 
continued ſhe bluſhing, whether I ought to 
put you in mind of a Paſſage that ſhews 
your Generoſity, and perhaps a Levity in 
me, inconſiſtent with the ſtrict Rules of 
Modeſty. 


— 


: 1 As this Reflection could not but affect me, 
> vho had no ſuch Motive for my Diſguiſe as 
Miss Courbon, J made Haſte to anſwer, that 


int in general Terms of what had induced 
her to dreſs in Men's Cloaths, ſhe. could not 
imagine that I could be ſo void of Senſe as to 
have the leaſt Suſpicion of her Virtue upon 

» | that 


the Count de Saluce's Merit to her rather as 


none more worthy of her Acquaintance and 


Jas the had done me the Honour to give me a2 
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that Account; on the contrary, I admire 
her Courage aad Reſolution, and wiſhed 


the Happineſs of their Children as to force 


_ enthuſiaſtic Rapture, though I am not for 


| tures who follow the Dictates of their Hearts 


former are wretched amidſt their Wealth, 


| himſelf into a hundred Shapes to get Bread bl 


. knows that her Huſband. would give her betta 


1 
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that all Parents who had ſo little. Regard to 


them to marry againſt their Inclination, 
might be diſappointed in their ſordid mer- 
cenary Views; for, added TI, in a Sort of 


young People's hurrying into Matrimony WR | 
without any Thought how they are to ſupport ! 
themſelves and a Family in that State, yet a Mt” 
it is impotfible with all the Advantages of Wt © 
Fortune to make Marriage happy where the l 


Perſons united are not tied by the Chains of 
Love, I am ſtill more againſt the common 
Maxims of Parents in the Eſtabliſnment of 
Children, according to their mercenary 
Views, than I am againſt two young Cres. 


without conſidering the Conſequences. The 


and if the latter are not oppreſſed with 
downaright Poverty, their Love to one ano 
ther will make them ſupport the Cares o 
Life with a ſurpriſing Conſtancy and Reſo- 
lution : The faithful Huſband will pu 


for his dear Mate, and the loving Spoul 5 
will put up with a ſober Meal, ſince ſb 


could he afford it. 


I think it ſcarce can be diſputed but thi 4 
the Generality of Mankind are diſſatisfef 
with their Situation. in Life, meerly bn J 
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they ſee others about them moving in a 
higher Sphere of Pleaſure ; ſuch Perſons may 
indeed think themſelves unhappy 3 but 1 
| really think they deſerve to be ſo, and cannot 
Pit them. 


For my Part, ſaid Miſs i 1 think | 
| ſuch Sentiments very fine in Theory but to 
put them in Practice at your Age and mine 
l is not quite fo eaſy, A Coach and Six in 
my Opinion is a very pretty Vehicle; to be 
the molt richly dreſſed at an Aſſembly, a 
Pay, or a Ball, and-to dazzle the Eyes of 
be Spectators with Knots of Brilliants, is to 
me a delicious Thing. But, fay you, ſince 
eo place Happineſs -in outward Pomp and 
Phew, why did you not accept of the Huſ- 
band whom your Parents deſigned for you? 
F or this very good Reaſon, "that he could 
: either afford me the one nor the-other, and 
as old into the Bargain. I confeſs, con- 
\{inued ſhe, that where Love and Intereſt go 

| | and in hand, Matrimony muſt be a very 
happy State, but I look upon the latter to 
be a neceſſary Ingredient to give a Reliſh to 
Ihe former; for ſhould it happen, a Thing 
Pot at all impoſſible, that a married Couple 
Pok a Diſguſt from a thorough Knowledge 

F one another's real or imagined Imper- 
&Ctions, what a diſmal Caſe muſt theirs be 
| ith the Addition of ftraitned Circum- 
Wances; the very Thoughts make me 
emble, and methinks I ſee the ſurly 
Wuſband curſing his Stars for having been 
ch a Fool, and the Wife tearing er 
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Hair for having married a Beggar. Very 
few People are ignorant of the melancholy 
Story of Monſieur de Lunelle, and I think 


3 may be brought as an Inſtance, which 


but too evidently proves my Aſſertion. 


I am one of thoſe, ſaid the Counteſs d 
Saluce, who are ignorant of that Story, and 


Were it not giving you too much Trouble 


I ſhould be very well pleaſed to hear it. 


NoTHING can be troubleſome to me, 
Madam, that can oblige you replied Mis 


Courbon ; and if none of the Gentlemen i 
will undertake to ſatisfy your Curioſity, 


which they could do to more Advantage 
than I can pretend to, I will at leaſt relate 
the principal Facts, and if I am flat in the 
Repetition I hope my Readineſs in obeying 
your Commands will plead my Excuſe, 


The 
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The Amours of Monfieur pR Lu- 
1 ELLE, Captain in the Qucen's 
egiment of Horſe, and Made- 
iſelle DE ID after- 
rt a Nun at Toulouze. 


ADAM, ſaid Miſs Caurbon, addreſ- 
ſing herſelf to the Counteſs, the 
Story I am going to relate, will ſhew how 
far the Paſſion of Love, particularly when it 
meets with what may be juſtly called cruel 


| Oppoſition, is capable of tranſporting young 
People, and how little Streſs ought to be 


laid on the Duration of our Attachments 
when they are not founded upon the Baſis of 
Reaſon; but at the ſame Time I am to draw 
a diſmal Picture of Tyrannical Parents, who 
chuſe rather to ſacrifice a lovely Daughter, 
than to give her a Huſband whom ſhe loved, 

and in every Reſpect a ſuitable Match; but 
being of a genteel generous Diipoſition, his 
Miftreſs's Parents, who were covetous to the 
laſt Degree, could not bear the Thoughts of 


making him their Son- in- law. 


Vol. I. B b 5 Monſieur 
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Monſicur de Lell was a Gentleman's 
only Son, who lived a few Miles from Tou- 
douze in Languedoc, and enjoyed: an Eſtate of 
about Four hundred a Vear. His Son, a 
genteel ſprightly Boy, was about the Age of 
Twelve when Monſieur de Houtolle, firſt 
Couſin to his Father, and who had a ſmall 
Eſtate in the Neighbourhood, being obliged | 
to go to Paris upon a Law Suit of Conſe- 
"quence, begged the Favour of the old 4: 
Lunelle his Couſin, to allow his Daughter to 
remain at his Houſe, while her Mother and 
he were abſent, to which Lunelle frankly 
conſented, and aſſured him that he would 
with Pleaſure take Charge of the little Hou. 


tolle as long as he thought proper to let her WR 1 
remain with him, ſo that her Father and 
Mother ſetting out a few Days after, Miſs wa Ne 
brought to his Houſe ; ſhe was then about WT v 
ten Years of Age and one of the prettieſt 4 
dry that France could boaſt of, c 
g 

Ir is very . thas'} we ſhould feel We th 
the Effects of Love before we have any m 
Knowledge or Idea of the Thing, but many th 


Inſtances may be given to prove that it 1s 
really ſo, and the Caſe of young de Luneli 
and his Coulin, in particular, | 2 it out of 
all Doubt. | | | 


Tre firſt Sight moved theis little Hearts 
with ſuch a ſympathetic Power, that When 
the old Gentleman deſired his Son to embrace 


his Couſin, they flew into ONE another's 
Arms, 


| Mademoiſelle de Richelieu. 279 
Arms, and God knows how long they would 
have remained in that Poſture had they not 
been told that they had given ſufficient Marks 
of Friendſhip, 


Tk young Youth faid, with ſome Re- 
ſentment, that his Father was very haſty ; 

and the Girl told him that ſhe loved her 
Couſin very much. I believe it, my Dear, 
EZ faid the old Gentleman, to her, but little 
Girls muſt not appear to be too fond of Boys 
EZ tho? their Relations. | 


= Why fo, cried the Son, I am ſure J have 
ſeen you and her Mother often claſped in one 
EZ another's Arms, and I think I ought to follow 
your Example; beſides, dear Papa, I think 
my Couſin has ſuch a pretty Mouth that I 
could kiſs it a Hundred and a hundred Times 
= with more Pleaſure than any of the Count 
ade Lur's Daughters that come here; and I, 
= cried Miſs Houtolle in a Hurry, would rather 
give my Couſin ten Kiſſes than allow any of 
the Marquis de MAiramelle's Sons to approach 
my Cheek, and I will plainly tell them ſo 
the firit Time that they offer to kiſs me. 


TE old Gentleman could not help ſmil- 
ing at this Dialogue, and began from that 
Moment to diſcover that theſe two Childrens 
Hearts felt the ſame Sentiments, and that 
art they were embarked in a Paſſion which 
hen : would increaſe as they advanced in Years ; 
race {Wl but he reſolved to let it take its Courſe, hop- 
ners ing that his Son, when be was received in 
rms, 3 the 
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the Corps of the Muſgueteers, and reſiding 
at Paris, would think no more of his 
Couſin. i 


NEVER Paſſion made a ſtronger or 2 

quicker Progreſs than it did in the Hearts of 

theſe two Children. If the Boy was hut 2 

Moment longer about his Exerciſes than 

uſual, he always found poor Miſs all bathed 

in Tears; and if ſhe happened to be out of 

the Way when he came to her Chamber, he 

ran hither and thither as if he had loſt his 

b Senſes. In ſhort, they were deeply in Love, 

= and could reliſh no Diverſions except they 
L ſhared in them. | . 


TRE V went on in this Manner for fix or 
eight Months, when Miſs Houtolle's Father 
and Mother arrived from Paris, and reſolved 
to take their Daughter from their Friend's 
Houſe ; the Separation of the two. young 
Creatures was, as I have been told, extremely 
moving. i 


TRE Boy firſt uſed many Arguments with! 
his Miſtreſs's Father to let her ſtay, but when 
that would not do he attacked him in another 
Shape: Sir, ſaid he, my Father has kept 
your Daughter ſo many Months, and there: 
fore it is but juſt you entertain his Son a 

long, ſince I am very ſure he will take no- 
thing for her Board; ſhe and I have con- 
| tracted ſuch a Friendſhip that we would not 

Wo. willingly part ſo ſoon, I believe if you wil 


be ſo good as to aſk her ſhe will confirm * f 
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I fay ; however, if Timidity and [Reſpect 
ſhould tie up her Tongue, and ſuppoſing 
farther that it is a Matter of Indifference to 
her whether ſhe goes or ftays here, I hope 
= you'll intercede with my Father to let me 
= paſs ſome Months at your Houſe in Company 
with your two Sons, where I can make the 
ſame Application to my Book as I do 
here 


|; Monſieur de Houtolle laughed . heartily at 


ſince he put him in mind to diſcharge an 
Obligation which he ſhould not per- 
haps have otherwiſe thought of he would 
= propoſe the Affair to his Father, and that it 
= ſhould not be his Fault if he did not ſuc- 
= coed} ior od ot fairer © arch 5 


H was indeed as good as his Word, but 
LTunelle could not be prevailed with to grant 
his Requeſt, alledging that it would divert 
his Son from his Studies, when he found him- 
ſelf no longer under his Inſpection. Were I 
to recount all that the young Spark ſaid 
when he underſtood that his Father would 
not conſent to his going with his Couſin, I 
= ſhould ſwell my Story to a Length that would 
make it tireſome. 7 


this Harangue, and told the Orator, that 
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ther's Houſe, 


feels what mine does, it ſhould not be in 
their Power to hinder us from employing the 


whole Moments of our Life in thinking of 
one another; but perhaps your Heart is not 


moved at this Separation as I find mine is, 
and that you can part with me as eafily as 
you can with any other Perſon in this 
Houſe. 


How unkind is ſuch a Thought, anſwered 
ſhe with Tears in her Eyes, did I not al- 


ready tell your Father that I would rather 
give you ten Kiſſes than Miramelle's Sons 


one, though they make very much of me 
every Time they ſee me; nay, the eldef 
told me the laſt Time he came here, that 
he envied your Happineſs in being always in 
my Company, and ſeemed to be very ſorry 
when I told him that if I had my Choice! 
would never part with you; and if this be 


the Caſe, how can you imagine that it will 5 


give me no Trouble to return to my Fa- 


ALas! anſwered he fighing, how agree- 
able is this Declaration, and how cruel is it 


to part Perſons who have ſo ſtrong Deſires to 


be conſtantly together; my Father thinks 


that if he allowed me to go and ftay ſome? 


Time at your Houſe Tſhould perhaps negletÞÞ 
my Book; little does he know that the Plea - 
ſure of paſſing my Hours of Recreation with 
you would make me get my Taſk much 
ſooner than otherwiſe ; but he will ſee when! 
you are gone that I can neither read not] 


write, 
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write, and that, inſtead of making a farther 

Progreſs, I ſhall forget all that I have al- 

ready learned ; and my Mother, cried ſhe 
ſighing, will ſoon perceive that I ſpoil my 
Work with my Tears. 


Tris Dialogue continued for a whole 
Hour, and many kind tender Things were 
faid, all the Dictates of Nature, without 
the leaſt Art, which made this Scene of 
= Love more beautiful than all the ſtudied 
Expreſſions of Lovers more advanced in 

= Yeats. ls, 


15 
ry 
by 3 
FRETS 
' 1%; 
1 
FP, 
N55 4 * 
8 
: 44 
& 0s 
N 
9 
bay? 2 
* 

4 
r & * 
} _ 
. 
727 
N F 
LY 7” 9 
2 4 
£9 

£1 
£4785 
Fs 
Ann 
* 
"Ke uh; 
A 
2 
. 
\ 
18 5 
5 
N 
4 
FA 13.2 
+2 
ry . 
7 
NEW 
1 TEE. 
* 4 P 
* 
= 
1X 4 
F þ * 
i R $ 
Un 
1 
Et 
1 ( - 
TI 1 
173 


„ "HD 
jd 7 
933 5 1 - 
\ 
»} LES 
2 47" 
2 * 4 « 4 
: f EK 4 
_ RH 
” AS 
4 a 
an 
. 2 
1 
5 . 
1 
ES - 
b q 
1 
LY 5 4 
F 
1 
4" A. 


. 


— — 
= - : 
— — py TAs 


WHEN the fatal Moment of parting came 
the young Lunelle fainted away, and poor little 
Miſs burſt out in Tears, and would have ſunk 
down with her Lover, had not her Mother 
caught her in her Arms, and clapt a little 
Bottle with the Spirits of Harts-horn to her 
Noſe. 0 | | 


 Lunelle remained ſome Time motionleſs, 
and his Father was terribly frightened ; but 
e- at laſt by throwing Water on his Face and 
it! other Means he came to his Senſes, and no 
{2 ſooner opened his Eyes than he looked round 
for his Miſtreſs, who happened to be cloſe 
by him; he took her by the Hand and told 
her with a faint Voice, I am glad I ſee you 
once more before my Death; and ſhe, poor 
Creature, would have fain ſaid ſomething but 
heavy Sighs and Sobs would not allow her 
to pronounce one Word, 
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Tux old Lunelle, who was paſſionately 


fond of his Son, now ſaw plainly how the 
Caſe ſtood with him, and was reſolved to 
treat him gently, hoping that this Childiſh 
Paſſion would, as I have already ſaid, be 
cured by Abſence ; and therefore he exhort- 
ed him not to afMli&t himſelf at the Departure 
of his Couſin, promiſing that he'ſhould have 
His Permiſſion to go and ſee her every Week, 
till he ſent him to Paris. Theſe Words 
produced a very good Effect, and they parted 
with melancholy Looks indeed, but no more 
fainting Fits. 


— 


Tux young Lunelle was allowed to viſit 
her every Week for a whole Vear; and as 
their Underſtanding was by this Time very 
much ripened, and their perſonal Merit very 
much increaſed, particularly that of Miſs 
Houtolle, who became daily more charming, 
they began to think of a Happineſs they 
wanted, and which till now they had not 
thought of, all their Wiſhes having been 
confined to the Pleaſure of ſeeing and ſpeak- 
ing with one another; but Lunelle parti- 
cularly began to have Notions of poſſeſſing 
the Object of his Wiſhes, and Fears of not 
attaining to that Happineſs, ſo that every 
Time he ſaw his Miſtreſs, his Heart longed 
after he knew not what, he felt ſtrange 
Emotions in his Blood; and if he held his 
Miſtreſs's Hand he would every now and 
then give it a gentle Squeeze, and then 
greedily clap-it to his Lips, which _ 
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long glewed to it, and all the Time he 
ſeemed to be under à Sort of convulſive 


| Tax firſt Time he happened to be in this 
rapturous Condition, Miſs Houtolls was very 
much alarmed, and aſked him haſtily if he 
was well? Indeed my deareſt Couſin, anſwer- 
ed he ſighing, I know not how to defcribe 
my Caſe to you, for I both feel Pleaſure and 
Pain, the Joy of claſping you in my Arms 
is unexpreſſible; but when I conſider that 
To-morrow I muſt leave you, and which is 
ſtill worſe that J muſt be altogether deprived 
before it is long of the Happineſs I now en- 
joy, the ſhocking Thought throws a terrible 
; Damp upon my Spirits, and chills all the 
Blood in my Veins; but this is not all, 
nay indeed but trifling compared to the Ter- 
s ror which the Fears of your being made a 
„ LiNun, or married to another Man, give me; 
and unleſs my deareſt Couſin will ſwear to 
t me that ſhe will neither do the one nor the 
n other, I will never look upon a Book again, 


nor be a Muſqueteer, let my Father do or 
i- (5 ſay what he will. 


ot T would willingly ſwear any Thing, ſaid 
ry 5 little tender Miſs, to oblige you, were it in 

my Power to keep my Oath ; but as Duty 
2 obliges me to obey the Will of my Parents, 
and that a ſevere Look from my Father or 
Mother makes me tremble from Head to 
Foot, I ſhall never have the Courage to 


otherwiſe 


diſobey their Orders, fo that to promiſe 
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otherwiſe would be only deceiving you, and 
my Heart will not allow me to do that; but 
this I can poſitively promiſe, that T will 
reſiſt as far as poſſibly I can, and break 

my Heart when I can do no more, 


O] my charming Emilia, cried the tranſ- 
ported little Lover, the more agreeable this 
Declaration is, the more terrible will Ab- 
ſence be to me, and ſhould J loſe you=—-- 
No, it cannot, muſt not be, for I ſhould 
certainly run mad. What ſignifies the whole 

World to me without my dear Emilia, I 
would live on Bread and Water with her 
| — 5 than be King of France without 

er. 1050 


WA r you ſay, my dear Couſin, is per- 
fectly agreeable to what I think, and were 
I Miſtreſs of a Kingdom it ſhould all be? 
yours; but who can aſſure me, continued 
ſhe ſighing, that the fine Ladies in Paris will 
not make you forget the poor Emilia, who ÞF. 
perhaps pleaſes you better juſt now than any 

that you have as yet ſeen, but my dear 
Couſin you will ſee Beauties in Paris that 
far exceed any Thing in this Part of the 
Country, but I am ſure none that will love! 
you better than I do; and if this ſhould hap- 
pen, I hope you will be ſo kind as to let me BY 
know that I may propoſe the Convent; for, FF 
though I don't find myſelf much diſpoſed for . 
a religious Life, yet I would much rather 

chuſe to be a Nun than to be married to any Þ* 
other than yourſelf ; and I, cried he, do 
N SD, ſolemnly 1 
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ſolemnly proteſt and ſwear, that I will rather 
ſuffer Death than conſent to be married to 
any other but my dear Emilia, to whom I here 
2 plight my t Faith, praying Heaven may make 
me the Object of its Indignation if I do not 
exactly fulfil my Engagement; and I, ſaid 
Emilia, do renew what I have already 
2 promiſed, and hope that I ſhall be able to 
perform it. 1 e164 - 
= Tazy continued to ſce each ether weekly 
T for more than a Year and a Half, their. Paſ- 
ſion increaſing daily, and at laſt it aroſe to 
FS ſuch a Height that Lunelle's Father was 
19 forced to ſend his Son ſooner to Paris than 
be intended; and you may eaſily gueſs what 
a diſmal Piece of News it was to the youn 
Lover, when his Father told him that he 
deſigned to ſet out with him in eight Days, 


, 4 and deſrec he would go and take Leave of 
à AMonſicur de Houtolls and his Family. 

; HE obeyed. without faying one Word, 
m and went long the Road like a Maſefactor 
„going to the Place of Execution. The Mo- 


; ment he got an Opportunity of ſpeaking with 
he! bis Miſtreſs in private: My dear Emilia, 
„ aid he with a faint and broken Voice, my 
ig! Father has at laſt pronounced my Sentence 
ne of Death, and in eight Days hence it is to 
= be executed, unleſs you will condeſcend to 
for Ipreſerve my Life. In ſhort, continued he, 
her am now come here to bid you Adieu, very 
any 1 reed for ever, ſince I am very certain my 

do Death muſt be the Conſequence of a Separa- 
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tion from what makes the Happineſs of my 
Life. Be aſſured, my deareſt Emilia, that! 
cannot ſupport this fatal Blow, and if you 
have any Regard for my Life you will agree 
to what I am now going to propoſe to you ; 

The World abounds with Inſtances of Lovers 
who to avoid the Perſecution and Tyranny 
of Parents have taken their Flight under 
Cupid's auſpicious Conduct, 


WI will ſteer our Courſe: to Mar, ſeilli 

and take Shipping there for Italy where we 

will be married, and when our Parents find 

that the Thing is without Remedy, they 
will call us home and be reconciled to us, 
I can fall upon a Way to get as much Money 
as will bear the Expence of travelling, and 
ſupport us ſome Time at Genoa, where 
We will take up our Refidence, Tell me, 
my dear Emilia, how you like this Pro- 
Ject ? | N = | 


My dear Couſin, anſwered ſhe ſighing, i 
and with Tears in her Eyes, the firſt Part of 
your Story greatly alarms my Heart, and the? 
latter Part my Virtue 3 and the Queſtion is, 
whether I ſhall or-ought to yield to the Im- 
pulſes of the one or the other? If I lou 
you I am unhappy that's moſt certain, bu 
then I neither diſobey my Parents, nor ex- 
poſe my Reputation; and rather than do, 
either the one or the other I would chuſe to 
break *my Heart ; and add mine too, criei 
he interrupting her. You don't love me, 
I ſee it plainly, continued he —_— into 

| ear, 


* 
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Tears, you ratify my Father's Sentence, and 
tis in vain for me to oppoſe my unhappy 
Fate. tt arm ro Hay 


and with Death painted on his Countenance 
exclaimed in a moſt lamentable Manner: 
0 Heavens! what have I done to be thus 
2 cruelly treated]! and then addreſſing himſelf 


F s 
A * LES 3 
E r 


to his Miſtreſs, Farewel lovely but too cruel 


Emilia, ſince you look upon Marriage with- 
out the Conſent of Parents to be a more ter- 
rible Thing than your own and my Death; 
I muſt not preſs it farther, but after I am 
dead and gone remember that your Delicacy 
cut my Thread of Life. ; 


half dead, how cruel and unjuſt are you to 
gaccuſe me in this Manner; is a Woman 
ho deviates in the leaſt from the ſtrict Obe- 

dience which ſhe owes to thoſe who gave her 
ng, Birth capable of 'heing obedient to a Huſband ? 
oi We are both too young to think of entering 


the into a State that requires a good Stock of 
ri Underſtanding and Diſcretion to carry us 


Im- : f through the Rubs of Life. 


buff My Mother often tells me that the Duties 
ex- of a Wife are ſevere and painful, by being 
do conſtantly obliged to ſubject her Will to that 
e to f her Huſband, who while he is paſſionate y 

ond of her, finds nothing wrong that ſte 
Joes; but, ſays ſhe, Enjoyment by Degrees 
eſſens Ardour in the Male Sex, and has the 
Vol. JI. Cc - contrary 


— 


= TUron which he ſtarted from his Chair, 


Alas! my dear Couſin, ſaid ſhe, almoſt 
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ever 1 have ſuch an Affection for you, my 


changing; but that Trial is neceſſary. for u 4 


— * — —— — 
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contrary Effect i in Women; and as this is ge- 
nerally the Caſe,aWoman bas Indifference and 
Coldneſs in a Hufband to ſtruggle with, and 
perhaps her very Endeavours to pleaſe may 


be often diſagreeable to him: This Picture 
of Matrimony, I own, frightens me; how- 


dear Couſin, that with the Approbation of 
my Parents, without which I. ſhould think 
myſecif guilty, of a Crime, 1 ſhould riſk all the 
Changes and Chances that may happen in the 

married State; and I thould Hill have, in the 
work of Events, the Satis ſaction to think tha 
my Unhappineſs was not intirely the Work fin 
of my own gong. FT 


_ N 
. rd 7 F — * * EE 3 . 8 Sheik : 
88 * 7 . * „ o 4, ATED. £ 
d EPI Inn: 7777... r EE IIT, IS 2 * ß SY OY 2 gt 
Knee „ 8 2 PFF ˙· A •⁰*mſm··¹w¹m ˙·n;g e, t . EN 
— 
6 * — : 5 * 
e 5 


A little Abſence, thou gh it were not ne · 
ceflary for your Education, will put you 
Heart and mine to Proofs which they really 
oughtto go through, before we unite them a 
ever by a Sacramental Tie; if yours can 
withſtand the Temptations 5 Paris, and re- 
main conftant where there is ſo many fine 
Women and ſuch Variety of Pleaſures, 1M 
mall in that Caſe be leſs apprehenſive of in 


bu oy 


> = Ow. 


X 7 


beth, and therefore, my dear Couſin, I wou 
beg of you to comply with your Father. 
Will, without ſnewing the dente Rete - 
tance. 1 = 
As for me, when I Fe you. of ter 
Conftancy of my Inclination, there's no gien 
Merit in it, becauſe I ſhall have no Oppor | 
tunic 
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tunity of changing my Sentinſents, and IL 
again reiterate my Promiſe, and make this 
Addition to it, that if tis left to my Choice, 
l will prefer a Convent to any other Man but 
pyourſelf, which is all that you can or ought 
do require of a Girl who would take Care of 
ber Reputation, and conduct herſelf by the 
EZ Rules of Modeſty and Virtue, without which 
l think ſhe cannot Preſerve the Eſteem ever 
oy of a Lover.. 


Wrrx, well, my dear Emilia ſaid the 
| © afflicted Youth, "fad it is in vain to com- 
bat your Notions of Honour and Virtue; and! 
ES 1 own that. though they. oppoſe what — 
have made me happy, the Motjves, on which 


* 4 they are founded fatisfy Reaſon, at the: 

0 = fame Time that hs Þ Pöck my Heart; and 

10 gas my Happineſs could not be perfect without 
fancying at leaſt that yours were ſo too, E 

can 2 

e vill obey my Father's or. rather your Com- 


: mands; but. remember, my deareſt Emilia, 
ne 

= that if my Heart remains conſtant to you, 
„ midſt alf the Dangers and Temptations, 


1 with which you tell me it will be ſurrounded 
at Paris, you are under an Engagement not 
* to beſtow yours on any other; for I confeſs 
ri it would not give me ſo much Pain to ſee 


ou a Num as the Wife of another Man; 

and if your Friendſhip for me can but * 250 
Hou with fo-much Reſolution: as to prefer a 
Convent, to any Match that may offer, I hope 
our Parents will be forced to 133 06 to our 


0 | | and me. to. be a Fry's. ; for I ſwear by all: 


Union, rather than allow: you to be a Nun 


1 ne 
_ 


% 
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that is ſacred, that when you take the 28 
will take the F rock. 


ven Father indeed will 105 ot 2 
Daughter at an eaſier Rate by your being 
ſhut up in a Cloiſter, than if you were to 
be married, and therefore will not give him- 
ſelf perhaps much Trouble about it; but 2 
mine has mighty Schemes of puſhing me in 
the Army and making a Man of Conſe- 
quence of me, as he often ſays, he will 
never conſent to my being a Menk, and I an 
very fully reſolved. to be nothing elſe without 
Emilia. | | E 


Wu the at thus ſettled Matters they ! 
parted with | oncern. indeed, but not with a 
fuch Floods of Tears as Lovers uſually ſhe. 
upon ſuch Occaſions. Miſs Emilia was dil 
creet and modeſt, which prevented her fron 
fay ying what her Heart felt at this Separation, 
and Lunelle thought his Project was infallible, i 
but he was fadty deceived ; for both their F- 
thers being equally averſe to this Match fron, 

different Motives, reſolved to prevent all fa; 
ther Correſpondence between their Children 
for which Reaſon Care was taken to intercey|Þa' 
all the Letters that Lunelle wrote to hi 
Miftreſs from Paris, and ſome of her's 10 
bim complaining of his Silence, and of be. 
prophetic” Fears proving but too true, 


Lunell: thought his Miſtreſs had abandone | | 
him, and ſhe had the ſame Opinion of I 


Infidelity, which created a mutual Sort 0 N | 
5 Reſent? 


PREY 
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Neſentment, but did not extinguiſh their 
Flame; for nothing could make him forget 
his Emilia, and Tad, ever in her 
Thoughts, which their Parents eafily per- 
ceived by the Manner of their Writing, and 
concluded that an Attachment that Was Proof 
againſt Abſence, and a ſeeming Indifference 
on both Sides, at their Age, could not be ef- 
faced but by depriving them of all Hopes; 
bor which Reaſon Monſſeur de Houtolle re- 
ſolved to make his Daughter a Nun, and 
with that View carried her directly to a 
Convent in Teulbuze, where he had a Siſter 
who was a Nun, and having told her the 
whole Story of his Daughter's Amours with 
4 Lanelle, gave her. ſtrict Charge not to let her. 
vrite to him at any Rate, which was exact- 
n. h complied with, and poor Miſs Emilia 
on eonfined till ſhe was of Age to begin her 
ear of Noviciat, and thereafter to pro- 
ounce the fatal Formula, and for ever re- 
Pounce the World; which ſhe did with ſur- 
rising RefoJution, though her Heart was 
till engaged to ber Couſin, and though ſhe 
as very certain that ſhe would be wretched 
end miſerable while ſhe lived, unleſs Pro- 
Pidence affiſted' her in a. miraculous Man- 
err. Wick 


1 


= Wutn young Lunell' had paſſed not only 
is Studies at the College, and Exerciſes at 
Ie Accademy for Riding, but likewiſe had 
een three Years in the Corps of the Muſ- 
yuctcers, he wrote his Father very preſſing 
etters to allow him to come and ſee him, 
0 E 3. but 
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but he {till put him off by ſome Excuſe or 
other till his Miſtreſs was received a Nun; 
after which, inſtead of allowing his Son to 
come to the Country, he went himſelf to 


Paris, with a Deſign to purchaſe a Troop of | 
Horſe for him. ty ph 4 


You may believe that his Couſin wa?; 
among the firſt Perſons he enquired, for; bu 
how great was his Conſternation when he un 
derſtood that ſhe had taken on the Veil, ble! 
turned pale as Death, and on a fudden ſunk: 
down at his Father's Feet in a deep fainting i 
Fit, in which he continued for above u 
Hour. The old Gentleman was fo terribyg , 
frightned that he heartily. repented what be 
had told him, and even of the Part he hai 
acted to get his Miſtreſs made a Nun. 2 


Tk young Gentleman however, at las 
recovered, and told his Father very plain), 
that he did not doubt but that his Couſu, 
had been forced to be a Nun, and that be 
Father had been prompted to facrifice her a? 
his Deſire, but added, that their Cruel 
would not be confined wholly to her bu 
muſt reach him too; for, continued he, 
am under the moſt ſolemn Engagement, tha, 
if ſhe's forced to take on the Habit, I wil 
follow her Example, fince I can propoſe 10 
Happineſs in the World after I have loſt al 
Hopes of poſſeſſing her; and you had bettÞ 
lay yourſelf out to get another Wife, au 
other Sons to ſucceed you, ſince you muſt na 
longer think of me as a Man who is to per 

petuar 
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AY petuate your Name; I am fixed in my Re- 

X ſolution and no Power on Earth ſhall make 
me retract: What a barbarous Thing is it 


in Parents, cried he tranſported with Rage, 


rather to ſtudy their own ambitious Views 
than the Happineſs or Satisfaction of their 
= | Children ! 2 


I *Tis a grand Miſtake to imagine that 
- what they do proceeds from Tenderneſs; 
if this were the Caſe would they make them 
k|© # miſerable ? No, they only conſult their own 
Caprice, and will not allow their Chil- 
au dren to be happy, if what they propoſe 
1; claſhes in the leaſt with their Notions of Fe- 
be licity; or rather their whole Aim is to pleaſe 
a themſelves, ' without having any Regard to 
the Satisfaction of the Perſons who are moſt 
immediately concerned, and all this forſooth 
S becauſe you are the Inſtruments of our Exiſ- 

S tence ; but with all due Deference to you, 
ir, as my Father, the Satisfaction of Senſua- 
© lity was the Motive of your begetting me, 
and conſequently. I. am. leſs obliged to you 


el for contributing to bring me into Exiſtence 


bu than for your Care of me ſince I have been 
e, in the World, but even that Obligation is 
tha] cancelled by doing what muft make me 
wilß wretched during the Remainder of my Life; 
e n for I have a mortal Averſion to a Cloiſter, 
and yet by. my Oath, which no Authority 
upon Earth ſhall make me break, I am con- 
demned to it; ſo that Monſieur de Houtelle 
and you have wantonly facrificed poor Emi- 
ta, and I hope you'll finiſh your Work by 
Cs _ witneſſing 
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296 De TRAVELS of 
witneſſing my renouncing all Commerce with 
the World, my own Father not excepted; 
but firſt of all I will go to that fatal Priſon 
where her cruel Parents have. encloſed her, 
that I may leam from her own Mouth 
whether her Sacrifice is voluntary or not. 


I am very ſuſpicious of hearing a very 


black and melancholy Story, but let it be | E 


what it will I am refolved to be at the 
Bottom of it, and if there has been Vio- 
lence uſed, all France ſhall: know it; fo 
that my Advice to you, Sir, upon the whole, 
is, to diſpoſe of the Troop which you tell 
me. you have purchaſed for me in the 
Queen's Regiment; becauſe, if Emilia is 
by her own Choiee a Nun, I will leave 
France, and if ſhe has been forced, T will 
not only let the King but the whole King-- 
dom know the Cruelty” of her Parents, and 
demand Redreſs : With that he ſtarted up, 
made his Father a Bow (who was ſo con- 
founded that he could not pronounce 2 
fingle” Word) walked © out of the Houſe 


where they were, and took Poſt that Mo- | 


ment for 7 Les Where his Preſence, you 


may believe, ſtrangely * Miſs Emilia 4 


now Siſter . 


1 4 A, 


e firſt Diſcourſe was much upon 
the Reſerve and Cold, each of them at- 


tributing inconſtancy to the other; but zt. 
laſt they came to a full Explication, and to 
a 2 . of the Cruelty of their“ 

Parents 
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Parents, who had intercepted all their Letters, 
and forced Emilia to be a Nun: This threw 


XZ Lwnelle into a terrible Fit of Rage and Fury; 
be had no farther Regard for her Father nor 


his own, but openly called them Tygers and 
Monſters who did not deſerve to breath in 


chriſtian Air, and what augmented his Fu- 


ry was the Beauty of his Miſtreſs now a Wo- 
man formed, and fo charming in the 'Nun's 
3 Habit that his Paſhon became a thouſand 
times ſtronger than ever it had been. 


Tre difconſolate Nun wept much but 


3 faid little, tho” her Lover could eaſily. per- 
ceive, by that little, that ſhe was far from 
being content with her Condition, and that 


de ain loved bim; which made him aſk 
1 her haſtily if ſhe would not willingly be 


relieved from her Vows, ſhe anſwered, Sigh- 
| 1 ing, that it was needleſs to explain herſelf 


Thing impoſſible. 


- | No, no, my dear Emilia, cried he, I will 
go and throw myſelf at the Kings Feet, 
tell him all our Story and humbly ſupplicate 
the royal Authority againſt the barbarous 
4 27 of unnatural Parents, but if this 
ſhould not ſucceed, will you not conſent to 

my delivering you from this horrid Priſon, 
and to our ſeeking a Sanctuary in ſome foreign 
Country? Alas! my dear Coufin, anſwered 
7 ſhe, what do you mean by ſuch a Propo- 
7 fal, ſuppoſing the Thing were practicable, 
which I can not conceive it to be? what 
1 Opinion 
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298 The TRAVELS of | 
Opinion can the World have of a Wo- 
man who after ſne is a profeſſed Nun makes 
an Elopement with a Man? you know, 
added ſhe, the Rigour of the Eaws in ſuch 
Caſes, and neither you nor Þ could ever 
think of returning to France after ſuch a 
Step; *tis. better that one than both of us 
ſhould be ſacrificed : I have takerr a View 
of my own unhappy Fate in all its blackeſt 
Colours, and tho“ I can not as yet ſubmit {= 
to it without Murmuring, yet I hope much? 
from the Bounty of Heaven, and that I ſhall, Þ* 

the Habit of a diſeontented Mind, be 
at laſt, if not altogether reconciled to the 
diſagreeable State of Life to which I am 
reduced, at leaft enabled to ſupport it with 
Patience; and this I think is preferable to 
2 Project which muſt unavoidably ruin you 


How eaſie is it to reaſon in this cool jm 
Manner, cried He in a Melancholy Tone, 
when your Heart feels not the Power off 
Love as mine does, but, my deareſt Eni. 
Ia, had I no other Obſtacles to combate but 
what offer on the Side of your Reputation,, 

T think they might be eaſily anſwered. Te 
World, unjuſt as it is, would be far from 
eondemning a Woman for eſcaping from 
Priſon into which her Parents had inhuman FY 
iy thrown her againſt her Will, and forcel? 
Ber to commit a Sacrilege, by declaring: in the 
Preſence of God and thoſe who were Wi-“ 
neſſes that Her Vows were voluntary, when“ 
at the ſame Time ſhe was conſcious wr 


I > 
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ſelf that her Heart gave the Lie to her Tongue, 


and by proteſting that her inclination and 


q | nothing elſe was what induced her te embrace 
the religious, Life, tho ſhe was ſenſible that 


ſhe had no Vocation to it, and would be 


| F | miſerable in a Profeſſion to which her Mind 


was quite averſe. The Thoughts of your Situa- 


Laon, added he, make metremble,and ſure your 


Conſcience muſt tell you every Time you ap- 


proach. the Altar, that Heaven Tejects the 


Prayers of a Perſon who has in the Face of 


the Sun called upon it to witneſs an Un- 


truth. 


O Emilia / think of the Danger that 


TS ſurrounds you, and do not let. a, miſtaken 
BY Notion of your Duty to an Earthly Parent 
come in Competition with what you owe to 
EZ your Heavenly Father; or, rather, make an 


: Attonement for the Crime that you have 


mi· 4 | 


but 
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" been guilty of, by ſpeedily abandoning this 
1 Place, and a Profeiiion to which you have 
of : f no Call, and in which without a Miracle 


vou muſt be wretched while you _ and 


I dare not ſay the reſt. 


Emilia liſtened to him with greatAttention, 
Rnd when ſhe found that he had ended his 
Sermon, I will readily. agree with you, ſaid 
e, that I have been guilty. of Diſſimulation 
which is a heinous Crime; but is not Heaven 
erciful, and are we not aſſured that when 
he worlt of Sinners _— they will find 

f _ Favour? 


* 
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Favour? May not therefore, without Pre- 


ſumption, hope, that by ſtrialy obſerving 
the Rules-of my Order, and leading a Life 
pure and innocent, Providence, after a ſuf- 
ficient Trial of my Patience and Perſever- 
ance, in imploring Night and Day the Divine 
Aſſiſtance, will at laſt be propitious ? 


but you my dear Couſin who act the Part 
already of Director, ſince you have no Vo- 


cation to the Monaſtick State, can you with 
Safety follow my Example, and would it not 
be a leſſer Crime to break your Oath of be- 
ing a Monk, which was raſh and inconſi- 
derate, than deliberately to engage yourſelf 
in Vows which are directly contrary to your 
Intention, and which no body forces you to 
come under, as in my Caſe? Yowll, no 
doubt ſay that we are to diſobey the whole 
World rather than to offend God; but J 
thought my Conſcience diſcharged, when 1 
told my Father and Mother that I had no 
Inclination to be a Nun ; and I cannot but 
think that a great Part of the Crime lies at 
their Door, which I pray Heaven may for- 
give them. + 963. _ 


. Your Reaſons triumph Emilia, but my 
Paſſion ſtill ſubſiſts; and notwithſtanding 
your Arguments, which are, I acknowledge, 
not eaſily to be anſwered, I will either turn 
Monk, or abandon: for ever my native Coun- 
try, unleſs you give me Leave to uſe all my 
Endeavours to get you ' relieved - of your 
Vows, from the Motive of their being 

| | invo- 
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involuntary, to which after long and ſtrong 
Intreaties ſhe conſented. 


Lunelle ſet out next Day, and I ſhall 
leave him riding Poſt to Paris, with a Lo- 
ver's Haſt, and tell you how Matters went 
with Emilia, who had no ſooner loſt Sight of 
her Lover, whoſe Preſence, notwithſtandin 
her Veil and Vows, had raiſed terrible Com- 
motions in her poor diſtracted Heart, than 


| ſhe repeated her Prayers; but Lunelle was 


always in her Mind, and the more ſhe en- 
deavoured to divert her Thoughts from him, 


the leſs ſhe ſucceeded ; ſhe invoked all the 


Saints, but in vain 3 Lunelle was always up- 


permoſt, and ſhe could think 'of nothing 
elſe, | | 


SoMETIMEs the would burſt forth into 
Tears, complain of the Cruelty of her Pa- 
rents, and lament her unhappy Fate, then 


E chide herſelf for entertaining ſuch Thoughts, 
which could, indeed, make her Condition 


more wretched, but give her no Relief; I 
am here for Life, would ſhe ſometimes ſay, 
I have ſolemnly ſworn to have no Communi- 


cation with the World or Men, what Folly, 


what Madneſs poſſeſſes thee poor filly un- 
thinking Emilia; or, rather, what guilty 
Thoughts take up thy Mind, O!] wicked 
diſter Roſe ? As the former I find I muſt 
love him, and as the latter I ought to for- 


get him ; how ſhall I reconcile my double 
| ſelf ? Shall J leave the Convent and marry 
Lunelle, is that right? I fear not. Shall I 
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302 The TRAVELS of 
continue in it and till love him? Worſe 
and worſe, What then? Die a Martyr to 
the Cruelty of Parents and Tyranny of Love 
and truſt to the Mercy of God, who know; Þ 
the Frailties of human Nature, and will, 1 
hope, accept of my hearty and ſincere 
Wiſhes, to arrive at a higher Pitch of Virtue 
than what the unhappy Situation of my Mind 
permits me to reach. | 


r 


As ſhe was thus wrapt up in a deep Con- 
templation, I mean as ſhe was talking to her- 
ſelf (to which the genteel Term would hae 
been Soliloquy, but I did not think of it in 
Time) her Aunt, who you may remember I Ml 
told you was a Nun in the ſame Convent, | 
came into her Cell, and was ſurprized to find | 
her drowned in Tears, imagining from her 
reſolute Behaviour, at her «Reception, that ) 
ſhe bad got the better of her Childiſh Incli- WS :; 
nation; but recollecting that Zunelle had n 
lately paid her a Viſit, ſne became very ſuſ. 2 


picious, and reſolved to penetrate into bet þ 
Secret, not ſo much out of Curioſity as with! b 
a Deſign to ſerve her; for you muſt knoy in 


that this Lady had been made a Nun too ver þ, 
much againſt her Will, and was very much! 
againſt her Brother's ſacrificing his Daughter 
as his Father had done her, though ſhe ap-! P., 
peared to Emilia to be as keen for it as he th 
Father, ſo that they mutually endeavouredf Þ 
to conceal their real Sentiments from one hc 
another; but the Aunt was now refolved 9% 


take off the Maſk, and to appear to her Niecef a 
wh 
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what ſhe really was, in hopes of an equiva- 
lent Confidence in the young Nun. 


I am ſurprized, and very much concerned, 
my dear Niece, ſaid ſhe a little after ſhe 
came in, to fee you under ſo deep a Melan- 
choly, which is but too viſtble in your Eyes 
and Countenance not to alarm me; as we 
are by ourſelves, continued ſhe, I ſhall not 
Siſter you, according to the ufual Practice in 
this Community; and I am reſolved, at pre- 
ſent, not only to lay aſide that Formality, but 
to open my Heart to you, in hopes that you 
will place an equal Confidence in me, upon 
this Aſſurance, that if it is not in my Power 
co ſerve you, your Secret ſhall be encloſed in 
my Breaſt; and though we, perhaps, may 

be equally incapable to affilt one another, and 
that our Misfortunes are not to be remedied, 

yet there is a certain Conſolation in having 

„a2 Friend, to whom we can communicate our 

43 moſt ſecret Thoughts: To ſhew you that TI 
„am ſincere, and to lead you the Way, 
e know, my dear Niece, that I am far from 
cb being what I appear, and that I have an 
WES inſuperable Averſion to the Life we lead 
here. 
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tei I ü was educated in this Convent; and my 
ap- Father, who deſigned me from my Birth to 
hei the religious State, recommended to the 
ed Prioreſs and Nuns, to try all their Art to 
hook me into their Number; and as the 
careſſed and flattered me without Meaſure, 
according to their laudable Cuſtom when 
Dd 2 they 


"=, 


U 
222 I ER AA 
* ; _ — pet < SCI PEO IE =z — — — — — _ 


— 


[ 
+7 
N 
V 
* i 
IF 
* 
. 
* 
1 
. 
* 
1 
_ N 
3 
3 
5 
1 . 
£7 
+ 
a 
bt 
f 
a 
U 
4 N 
"> 
© 
# 
„ 
8 
+4 of 
j I 
5h 
Fo þ 
«20 
* 4 
1 
as 
\ 1 
* 77 
N 
„ 
\ . 
„ i 
* 9 4 
| - 


A * 
3 5 — 2 


204 The TRAVELS of 
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they find it will be their Intereſt, I greedily 
ſwallowed the Bait, believing, as they told 
me, that the Moment I pronounced the fatal 
Vow, I would find my Mind exalted to a 
State of Happineſs, little inferior to that of 
Angels; but I ſoon found tt debaſed lower 
than can be expreſſed, by ſevere Uſage and 
flaviſh Drudgeries, in ſerving the very Nun; 
who had before cajolled me as if I had been 
a Princeſs ; and who now for the turning of 
a Straw treat me with ſuch Contempt and 
Rigour, that I have not paſſed one Day theſe 
twelve Years without twelve Times wiſhing 
for Death, as the only Thing that can ter- 


minate my Miſery. 


I faw, with great Grief, that your Father, 
upon bringing you here, intended to ſacrifice 
you to Family Confiderations as mine had 


done me; nay, he even told me fo, but I 
durſt not for my Life diſſuade you from ta- 
ing the Road that led me to my Ruin; on! 
the contrary, the Prioreſs told me with her? 
uſual Severity, that ſhe expected I would uſe Þ 7? 
all my Intereſt with you as a Relation, ad- 


ding, that if you ſhewed the leaft Reluc- 


tance, ſhe would attribute it to me, and! 
puniſh me in a Manner that would make? 
me repent my Folly as long as 1 lived; 


and as I had already more than once felt“ 


the Effects of her Rage, Fear made me 
utter with my Lips what my Heart dif- T | 


claimed, 
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In ſhort, my dear Niece, you know what 
fine Things I told you about the Advantages 
of being a Nun, it was all Deceit, all For- 
gery, as you will ſoon find by a fatal Ex- 
perience, and you muſt prepare yourſelf for 
Hardſhips and Miſerigs, from which: you 
have been hitherto exempted. Alas | poor 
Child, continued ſhe ſighing and ſhedding 
Tears, how will that delicate Body of thine 
go through. the ſlaviſh Drudgeries that are 
preparing for it! and how it grieves my 
Heart to think that I cannot ſerve thee other- 
wiſe than by pitying thy unhappy Fate! 
This you may think is anticipating your 
Misfortunes and puniſhing you before the 
FT Time, but I have my Reaſons, and will 
explain them, if I find that you lay your 
Heart open to me as I have done mine to 
F_ B&D 7 


n Poor Siſter Ro/e was ſo terrified with this: 

diſmal Picture of Futurity, that ſhe trem- 
e! bled from Head to Foot, and related the 
9.13 whole Paſſages: of her Life as if ſhe had been: 
e- upon Oath before a Judge, not forgetting: 
nd what had paſſed between Lunelle and her at 


e their laſt Interview, and upon what Deſign: 
d; he returned to Paris. | 
felt 


me“ Wurx ſhe bad ended her Narration, my: 
il. dear Niece, ſaid the Aunt, embracing her, 
were I in your Caſe J ſhould not heſitate one: 
Moment upon what I was to do; if your: 
Lover can get you relieved. of your Vows, a 
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306 The TRAVELS of 


milies in France; and on the other Hand, 


that ſhe could not think of running away 


Aunt, what would you do were you in my 
Caſe? Why, make as little Difficulty, Child, 


Thing which I ſcarce believe practicable, I 
fancy you'll willingly accept of him for your 
Huſband ; but ſuppoſe the Thing is refufed, 
not ſo much upon your Account as upon 
other Conſiderations which regard many Fa- 


ſuppoſing that vour Lover propoſed to car- 
ry you off without Authority or Leave, 
would you conſent to make an Elopement 
with him, and by that Means not only enjoy 
the Man you love, but likewiſe avoid the 
terrible Life that you muſt lead here? 


Tr1s Queſtion terribly puzzled our young 
Nun, her Notions of Virtue were fo ſtrict 


with a Man without bluſhing, but on the 
other Hand ſhe could not think of what her 
Aunt had told her without trembling ; in 
this Dilemma ſhe knew not what to ſay, and 
all ſhe could get out at laſt was: My dear 


to break Vows that I was forced to make, as 
J would to break an Oath which a High- 
way-man ſhould force me to take. with a Þ 
Piſtol at my Breaſt ; and why don't you! 
then make your Eſcape from this Place,, 
cried the Niece, ſince you think it no 
Crime, and ſince in any Situation of Lite jw 7 
you could not be fo unhappy as you are 1 
here ? | P34 2 


Tur Caſe is very different betwixt you 
and me, ſaid the Aunt, You are young, 
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you love a Man who adores you, and is wil- 

ling at all Events to marry you; I'm old 

and neither have a Lover nor can expect a 
Huſbarid, ſo that to fly into ſome Foreign 
Country where the Roman Catholick Reli- 

gion is not eſtabliſhed, without Money or 
Friends and without any Intention of chan- 

zing my Religion which I could do upon 

no Conſideration, what could I expect to be 

but what I am here, a menial Servant or ra- 
ther a Slave? And as I muſt be an abſolute 
Stranger in any Place to which I fled for 
Sanctuary, People might reaſonably imagine 

that I had left my Country for ſome bad 
Action, and would be afraid even to har- 
bour me in their Houſes, not believing a 
Word of my Story; ſo that it would be Mad- 
neſs in me to leave even this unhappy Place, 


and Prudence in you which no Mortal who 
d bas the leaſt Share of common Senſe or Hu- 
t manity can find Fault with; and therefore my 
11 Advice te you is not to make yourſelf mi- 
% ferable while you live, by a chimerical De- 
5 | licacy, if your Lover will take his Chance 
h- | & with you; and- but here they were in- 
1 terrupted by the Arrival of the Prioreſs who, 
ou! with a ſtern Countenance, reprimanded both 


ce, | the Aunt and the Niece for ſpending their 
no! Time in idle Chit-Chat ; for you Siſter Do- 
iſe rothy, faid ſhe, you know your Taſk ; and 
are] if it be not performed at a preciſe Minute, 
you and I fhall talk; and as for you Sifter 

"XZ Roſe, you have hitherto had too much idle 

you Time upon your Hands, but I ſhall very 
ing, ſoon contrive Buſineſs for you; in the mean 
1 Time 
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himſelf at the King's Feet, when he preſen- 


that of his Friends; made his Court to Car- 
dinals, Biſhops, Jeſuits, Monks, and Ladies, 


\ Roſe was entering upon the Aecompliſh- F? 


proper to deſcribe it. I wiſh, Sir, added thei a 


Time go to the Oratory and remain there 
till farther Orders; where I ſhall leave her 
for a While and follow Lunelle to Paris. 


HE rode Night and Day, or rather flew 
on the Wings of Love, but needed not to 
have been in ſuch Haſte ; for tho he threw 


ted his Petition, and joined to his own Intereſt 


he might have as well pulled down the Moon 
with his Teeth as to have got what he wan— 
ted; mad with this Diſſapointment and aſha- 
med to ſtay at Paris after ſuch a Rebuff, he 
retook the Road to Toulouze, fully reſolved 
to carry off his Miſtreſs if ſhe would cons 


ſent. 


By the Time he returned, for you muſt 
know that he did not puſh fo hard back 2 
he had done in going to Paris, poor Siſter 


ment of her Aunt's Predictions, and was | 
ſo terrified with the Proſpet of worſe | # 
fill to come, that nothing was wanting but! 
der Lovers: Preſence. to determine her Re- 8 
folution, and upon his Arrival he found her? 
much more tractable than before; ſhe gave, 

him an exact Account of what had paſledÞ MF c 
between her Aunt and her, and did not con-| V 
ceal the Severities of the Prioreſs which ſhe m 
expected would encreaſe daily rather than] is 
diminiſh, Imagine, if you can, the EXT 
ceſs of Lunelle's Joy, for I can not find Term 
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ſmiling, and addreſſing herſelf to the Count 


de Saluce, you would help me out with this 


Part of my Story, for when J look at your 
Lady I can not but conclude that you are 
perfectly acquainted with what we call Tran- 
ſports of Joy in a Lover, and tho' we have 
many Inſtances of Female Hearts deeply ſmit- 
ten, and which of Courſe muſt be ſenſible 
of Joy on a happy Turn, yet the Author 


6 g of Nature, as he has endowed us with an In- 
nocence and Modeſty ſuperior, in my Opi- 


| e 


nion, to that of the Male Sex, we are not 
ſo apt to break out into the tumultuous 
and rapturous Tranſports of Grief or Joy 
as the Men, which may be owing to this 
too as well as Modeſty, that generally ſpeak- 


ö 1 ing the Paſſions are not ſo ſtrong in us as 


in the other Sex, otherwife when Love ſteals 


into our Hearts, neither our Virtue, Deco- 


rum, nor even our Pride could reſtrain the 
Violence of our Deſires, and we ſhould be- 
come a Purchaſe the leſs agreeable as it would 
be obtained without the leaſt Pains or Trou- 


ble; and were this Failing joined to the other 


N | Imperfections, to which we are by Nature 
© ſubjected, a Piſmire, an Inſe& would be a 


happier Creature than a Woman. 


MapAu, anſwered the Count ſmiling, you 


could not have adreſſed yourſelf to a Man 
2X whoſe Experience in Grief and Joy exceeds 
mine; but this Lady, pointing to his Spouſe, 
is a better Judge than I, how far the Paiſions 
. influence the 7 
mit my Judgment to her's in this Point; 
and I, ſaid the Counteſs, muſt beg Leave to 


emale Sex and I muſt ſub- 


defer 


— 
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defer giving mine till Mademoiſelle has fi- 
niſhed her Narration which I hope ſhe will 
continue without farther Interruption. 


Miss made an Obeiſance and proceeded 

thus in her Story : Lunelle was in ſuch Rap- 
tures that he could find no Words to expreſs 
his Joy, but his Eyes ſpoke a Language ve- 
ry intelligible to his Miſtreſs ; and after they 
had for fome Moments darted throw the Grate 
thoſe Glances peculiar only to Lovers, and 
fealed their Agreement with mutual Pro- 
teſtations (for you muſt know that the Grate 
was fo cloſely barred they could not join 
Hands) Emilia, for I think I muſt no more 
call her Siſter Roſe, begged of her Lover to 
retire to prevent,Suſpicion (for I believe you 
all know that Curioſity reigns no where 
more than in a Convent; and the Priorels 
of this had a very watchful Eye upon all 
her Nuns, particularly Roſe and her Aunt) 
and to return three . after at the ſame 
Hour to concert with her Aunt the pro- 
per Meaſures for her Deliverance. 


You may believe he was very punctual BY 
and they had Abundance of Chat which 1 
ſhall not repeat, only tell you, that for 
many weighty Reaſons, the Principal where. 


of was Want of Meney, the Execution © 


their Project was to be deferred for u 
Months, during which Lunelle was to ſcrape 
together all the Caſh that he poſſibly could ; 2 
and though ſix Months were fix Centurles By 

according to his Calculation, and perhaps not! 
much leſs in her way of counting; yet he 1 
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the Aunt's Remonſtrances, who was a Wo- 
man of Senſe, they yielded to Neceſſity, and 
Lunelle, after a paſſionate and tender Adieu, 
accompanied with all the Proteſtations uſ- 
ual on ſuch Occaſions, took Poſt and gal- 
loped back to Paris, where he had left his 
Father, and whom he found under great 
Concern for his Abſence, and ready to return 
to his own Country. 


ArrERx ſome Excuſes for leaving the 


Town without his Permiſſion: Sir, ſaid 


he, I hope my Tranſgreſſion will obtain 
your Pardon, when I tell you that it has 


| produced a very good Effect, no leſs than an 
intire Cure of the fooliſh Paſſion which I 


had for my Couſin, and that IJ am now ready 


to obey your Orders in every Reſpect. 


Tar old Gentleman was ſo overjoyed, 


that he embraced him with Tears in his Eyes, 


and told him, he heartily forgave what was 
paſt, and in a few Days they parted the beſt 


Friends in the World; old Lunelle taking 


the Road to Languedoc, and the young 
Gentleman to Liſe in Flanders to take Poſ- 


ſeſſion of his Troop; where he remained 


three Months; and during that Time affect- 
ed a bad State of Health ſo artfully that he 


© obtained Permiffion at Court, to diſpoſe of 
his Troop as he bought it, and to retire to 
his Father's Houſe, who, perſuaded as the 


reſt of the World of the Truth of his Indiſ- 


poſition, concurred in procuring his Diſmiſ- 


ton, and preſſed him to return home as ſoon 
* as 


312 The TRAVELS off 
as poſſible, which he did with the Money 
of his Commiſſion in his Pocket, though he 

told his Father he was only to receive it from 
his Succeſſor, Nephew to the Comptroller- 

eneral, in five or ſix Months ; which the 
old Gentleman believed, and was very eaſy 
about the Money when 'he had his Son about 
him, and hoped that his native Air would re- 
cover him, 
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Oux Enamorato found Means to get 2 
Billet conveyed to his Miſtreſs, giving her 
Notice of his Arrival, and of every Step he 
had taken, but that Reaſons, which ſhe 
ſhould know in due Time, obliged him to 
remain ſome Weeks at his Father's before 
he offered to pay her a Viſit; in the mean 
Time he intreated, that her Aunt and ſhe 
would examine the Garden Walls, and fix 
upon the moſt convenient Place for getting 
over by Means of a Ladder of Ropes which 
he would take Care to provide. 
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Hx recovered ſurpriſingly, which his Father 
attributed to the Benefit of his native Air; 
and as he never once mentioned his Couſin's ! 
Name for three Weeks after his Arrival, t! 
the old Gentleman concluded that he had . 
quite forgot her, which gave him great Joy; t 
and he was conſidering out of what Family) 
in the Country he ſhould get him a Wife, 
little thinking that his Son was to give him] he 
no Trouble that way, but ſuch a Load of Wi 
Grief that ſoon brought him to his Grave and | 
himſelf into a State of Want and Ne © | 
w hic 2 
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which was a terrible Draw-back, ſome Years 


after, upon the Happineſs which he as 
to himſelf 1 in the married State. 


=_ Hz eee borrowed to the Tune of 
ren 190 90 Livres from ſeveral of his Fa- 
ther's Friends and Relations, to make up, 
as he pretended, the Money of his Commiſ- 
ſion; a Part whereof he had loſt at Play in 


Paris, and was unwilling to let his Faber 
1 know of it. | 


= He then bought a Poſt Chaiſe at Zinn, 

with a Couple of Horſes, and took Bills of 
Exchange on Lyons and Geneva, except for 
what was neceſiary to bear his Expences to 
the laſt Place, where he deſigned. to go, 
e judging it ſafer there than in tay, whiers 
x the Power of the Pope might reach. hin 
and perhaps undo all again. 


War every thing was ready for execut- 
ing this unhappy Project, he told his Father 
der that he would go and paſs two or three Days 


r; with a young Counſellor of the Parkankine 
n's of Toulouze who was his Friend, to w hich. 
al, the old Gentleman readily unten and 
had ordered two of his Horſes to be got ready, 
ye for the Son, and another for the Servant 
nily ho was to attend him and bring back the 
fe, Horſes, all which was accordingly done; and 
him hee ſent Word to his Miſtreſs, who had given 
1 of him Notice before what Part of the Garden 
and all was moſt proper to be ſtormed, to hold 


ets 4 


Vol. I. WR” herſelf 
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herſelf ready about Eleven o'Clock at Night, [MR 
and that ſhe ſhould find him upon the Top 3 
of the Wall, at that Hour, ready to receive 7 
her. 077 4 
I ſhall not trouble you with the Manner | 
of his fixing the Ladder, and how he on his 
Side mounted the Wall, and ſhe on her's, 
but only tell you that ſhe got fairly off, and 
away they marched ; when they had got five 
or fix Miles from the Convent to a Place 
where he could get Poſt Horſes, he ordered 
two to be put to his Chaiſe, and one for. his 
Servant to ride, and ſold his own two Horſes {| 
to the Poſt-maſter, at what he would give 
him for them, which to be ſure was not near 
the Value. x 


ar Jrove © on with all Expedition 
Night and Day till they arrived at Ly, 
where they were directly married; and next 
Morning ſet out for Geneva about thirtr | 
Leagues diſtant, * where they arrived withouf 
any bad Rencounter, and where I ſhall leaf 
them in the full Fruition of what the Lover? 
call extatick Bliſs, and while it laſts may va 
. enough termed ſo. 5 


N : 2 
r 


But here's the Bane of human Life, 
. That what we wiſh for moſt 
= Is«s, by Fruition Maid or Wife, 
No ſooner got than loſt. 


| Mademoiſelle de Richelieu, . a 5 


Elſe Marriage would a Heaven be, 
where happy Days would flow; 

But ah ! how feldom do we ſee, 
A greater Cuiſe below. | 


Rouſſeau, cried the Count diſdainfully, who 


| 

: is the Author of this little ſatyrieal Stroke 
1 againſt Marriage, was a bitter Enemy to 
. that State, and judged of every body by him- 
A elf: I own, that where a Marriage has no 
e other Foundation but the Gratification of the 


ſenſual Appetite, that may ſcon be cloyed; 
the ſame Object becomes too familiar, and 
ten to one breeds Diſguſt, which is the 

# Preamble to Difcord and all the Evils that 


a 


F | attend Unions which are not founded upon 
e Efteem as well as Love; he has laid down, 
irh 1 however, too general a Maxim, and 1 think, 
ou | beſides myſelf, I could inſtance many Ex- 
ea <<ptions from the Rule,; but Madam, added 


70 be, turning to Miſs Cour bon, J hope you'll 

vl pardon this Interruption, and do us the Favour 
J to go on with your Story, of which, by fome 
Inſinuations that you dropt at the Beginning, 
'm afraid the Sequel will ſupport the Poet's 
Opinion. | 


Bu no Means, anfwered Mifs, for tho' 
what remains opens a very different Scene 
from what is paſt, yet there appears no Change 
of Sentiments from Dilguſt, but an Alteration 
ef Temper in the Huſband from the terrible 

| Ee 2 Appre- 
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Apprehenſions of being reduced to low Cir- 
_ cumſtances, Before T enter upon this Me- 
.- lancholy Part of my Story, which I have no 
* Pleaſure in repeating, I ſhall tell you what 
happened in France upon their Elopement. 


THE Convent you may believe was ſoon 

in an Uproar, and a Meſſenger diſpatched 
to Monſieur de Howtolle's, to acquaint him 
that his Daughter had made her Eſcape; 
upon which be took Horſe and went direct- 

Iy to Monſieur de Lunelle's, and underſtanding 
that his Son was at Toulouse, he became very 
ſuſpicious that he had carried his Daughter 
off, but the Father could not believe it. 

; A Meſſenger was unmediately diſpatched 
to the Counſellor, at whoſe Houſe he ima- 
gined his Son was, but he had neither ſeen 
him, nor heard of his being in Town, which 
threw the two Fathers into a terrible Con BY 
ſternation. > 


FHoutelle returned home very much aMidcd jun 
for the Diſgrace, as he termed it, which hf 
Daughter had brought upon the Family; and 
the poor old Lunelle could neither eat nol 
flecp for the Loſs of his Son. 2 


SEVERAL Days paſt without any News; 
but at laſt Houtolle received a Letter from bi! 1 
Daughter, dated from Geneva, of which ti E 
Perſon who told me the Story having a Copy 
the Singulatity of it made me think it worth 


tranſcribing ; And if you have any Curioſiiſ 
| od : 


2 


1 
4 
6 , 
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to ſee how Siſter Roſe vindicates this Fauæ- 
4 pas, I will go up to my Chamber and bring 
it. By all Means, cried the Counteſs, I am 
—} mighty curious to ſee how ſhe juſtifies her 
Conduct. Miſs flew up Stairs, and was 
back in a Moment with a Paper in her 
Hand, in which ſhe read the following 
Words. | | # 


peo PT of Madam de Lunelle's Letter to. 
S | ber Father from Geneva. 


= . 518, 


* W HEN Children are really guilty of 
VV . an, Offence to their Parents, the 
aws of God and Man oblige. them to make 
proper Atonement ; you will, no doubt, 
Whink I am criminal in the higheſt Degree, 


d your Indignation will bear a due Propor- 
jon to the Opinion you have of my Con- 
aB but would you coolly conſider the 
Fac, you muſt of Neceſſity allow that, 
Pon a fair Repreſentation of it, you would 
more liable to publick Cenſure than I. 
r be it from me to ſet Limits or preſcribe 
les to paternal Authority; but this 
1 may fafely venture to ſay, that when 
dm Views of preſerving the whole of an 
tate to the eldeſt Son, though very often a, 

ake and a Profligate, the other Sons and 
Svghters are condemned to the Monaſtick 
. Ze 3 | State, 


"OE OE ane". 


—— 5 


' 82 


318 The TRAVELS of 
State, without . conſulting their Inclination, 
nay, even though they declare their Averſion 
to it; Parents, in that Caſe, take a Power 
upon them which God and Nature never 
gave them, and the Children cannot be ſup- 
poſed to be under any Tie by Vows which 
they are forced to make, and which conſe- 
quently they may and indeed ought to break 
as much as an Oath extorted by Violence, and 
threatened Death in caſe of-a Refuſal. 


You are ſenſible, Sir, that the Convent 
was my Averſion, and that my Heart gave 
the Lie to my Tongue in pronouncing the 
fatal Formula ; who then was guilty of the 
Sacrilege, for ſuch ſure it muſt be, and 


whoſe Conſcience ought it to affect yours or 
mine ? Td 


T was dragged to the Altar, and offered up 
an involuntary Victim, which certainly made 
the Sacrifice abominable in the Sight of God 
hut the Crime lies at the Door of thoſe whe 
forced me to take on Vows which were as 
Daggers' to my Heart when I pronounced 
them, not having the Vocation neceſſary tor 
a Perſon who embraces a religious State: 
What I pronounced went no farther than my 
Lips, and when the Heart does not go along, 
what can it be called but juggling with He 
ven; and how could I expect any Aſſiſtance 
from above, to carry me through the Hard- 
fhips and Severities of a religious Life, to 
which I had an invincible Abhorrence at 7 
3 | 5 
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and found myſelf no better diſpoſed during 
the whole Time iI was in the Convent? 
As this was the Caſe what could I propoſe 
to myſelf by remaining in it? Nothing, 
ſure, but a wretched Life in this World, and 
terrible Apprehenſions of a dreadful Fu- 
turity. | e 8 


TfkEszE were the Motives, Sir, that in- 
duced me to leave it in the Manner I have 
done; and whether they will be ſatisfactory 
to you I know not, but I am ſure they are to 
my own Conſcience, which I now find eaſed. 
of a heavy Load ; and perceive already that 
my Heart joins with my Tongue, in offer- 
ing up my Prayers to Heaven, which to me 
is a convincing Argument that it approves of 
what I have done. Sn 


I am perſuaded that the Public, and very 
probably you yourſelf too, will be apt to 
attribute my Flight to a quite different Cauſe 
than what I alledge; but give me Leave to 
allure you, that though I loved Lunelle, 
which I think I may now, as he is my Huſ- 
band, confeſs without Breach of Modeſty, I 
ſhould certainly have ſacrificed my Inclina- 
tion to pleaſe you and a cenſorious World; 
bad I found my Heart diſpoſed to fulfil the 
Duties of my Order; but as it was quite 
cold, or rather averſe to the religious Life, 
I look upon forced Devotion to be ſo far from 
being meritorious, that J dreaded an imme- 
diate Puniſhment from Heaven, even in the 

very Acts of Worſhip and Adoration, as they 
| | Were 


. 
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were not performed with Sincerity and Ar- 
dour, which I aſſure you was a ſtronger 
Motive for my leaving the Convent than 
the Sollicitations of a Man whom I own I 
loved, e e | 


I make no doubt but that my Huſband 
and I have by this Step brought ourſelves in 
Diſgrace both with Church and State, the 
former will thunder out Excommunication, 
and the latter pronounce a Sentence of Death 
at leaſt againft him for carrying off a Nun; 
ſuch a Sentence may be agreeable to human 

ws, but not, I am ſure, to divine in our 
Caſe ; for I think nothing can be a more 
palpable Violation of them than te force me 
to take on Vows, to which I ſolemnly de- 
clared my Diſſent, and therefore could not 
think myſelf bound to the Performance of 
them, nor guilty of any Crime in the Breach 
of ſuch involuntary Engagements. a 


I think myſelf in Duty bound to give you 
this Account of my Sentiments and Situa- 
tion; and though it will, very probably, ra- 
ther augment than diminiſh your Reſentment, 

for Reaſons which cannot but be diſagreeable 

to you to read or me to write, ſinee it is but 
ripping up an old Sore, yet I could not be 
eaſy with myſelf till I did it, and not only 
now, but in all the Occurrences of my Life, 
ſhall always make it my Study to perform 
what I owe to him who gave me Being, 
whatever Returns I may meet with from his Rl 
Indifference 3 and in this fixed Reſolution 
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Mademoiſelle de Richelieu. 321 
give me Leave to aſſure you of my Love and 
Reſpect, and that no Behaviour of yours, 
however rigorous and unkind, ſhall ever in- 
ſpire me with other Sentiments than what 
are conſiſtent with the Character which I aſ- 
fume of being while I live, 


. Your moſt obedient and 
| . f agfectionate Daughter, 


EMILIA DE LUNEELE. 


As Family Conſiderations had induced 
Houtolle to make his Daughter a Nun, he 
conſidered that the Step ſhe. had now taken 
was a fair Pretence for his abandoning her as 
much as if ſhe had been nothing to him, and 
he was therefore pretty eaſy upon the Matter, 
which was not the Caſe of poor old Lunelle, 
who was ſo thunderftruck with the News 
that he fell ſiek, and died in a Fortnight 
after, and his Eſtate, upon account of his 
on's being declared Fugitive and hanged in 
Effigy, forfeited to the Crown. c 


le , This was, you may believe, diſmal News to 
ut gehe young Gentleman and his Lady; and as 
be one Misfortune is generally the Preamble to 
ly another, Mr. Deſmarets a Banker at Geneva, 
fe, into whoſe Hands he had placed all his Stock 
m ef Money to a Triffle, failed for a very large 
„um, and abſconded till he had compounded 
h 5 1 F - ! | with 
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with his Creditors at one Third of their 
Debts, fs 


TIs Cataſtrophe was the more ſevere a3 
it was intirely unexpected, and in Spite of a] {ol 
Lunelle*s Endeavours to ſupport it with a good 
Grace, the Impreſſion it made on him ap- 
peared in his Behaviour and Looks; he was 
often plunged into a Melancholy Thought. 
fulneſs which his Wife obſerved, and tho 
ſhe dreaded as much the Conſequences of this 
Diſaſter as her Huſband, yet ſhe endeavoured 
to conceal her own Fears and to diſſipate his 

by her tender Careſſes. 


_ . Some Months after he received his Pro- 
portion from tl e Banker, and having been? 
bred to no Buſineſs, he thought the beſt Way 
of laying out his little Fund, was to purchaſ 
a Commiſkon with it in ſome foreign Service; 
but two Reaſons made him delay the Exe] 
cution of his Deſign ; the firſt was his Lady 
being big with Child, whom he could not, 
expoſe to the Hardſhips of Travelling bj 
Sea or Land in that Condition, and the next. 
was to what Place of the World he ſhoukÞ* 
ſteer his Courſe ; for if he purchaſed a Com- s 
miſſion in any Roman Cathol ick Country 
he was apprehenſive of bad Treatment if t! 
Story happened to be diſcovered, and if K 
entered into the Service of a Proteſtant Prince 
de muſt diſſemble his being a Roman C 
tholick which neither his Conſcience nor 
Honour could bear the Thoughts of; ſo ti: 
be was quite undetermined when his La 
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brought him. a Son, and this dear Pledge of 


their Love augmented his Melancholy, from 


| the perplexing Thoughts how he was to pre- 
vide for his Wife and Child, and perhaps a 


more numerous Family in the Sequel; and 


: | tho! his Spouſe was dearer to him than ever, 


he repented his not having waited till his Fa- 
ther's Death (after which he could have ſold his 
Eſtate, and remitted the Money ariling from 

it into ſome foreign Country) before he at- 
BS tempted to bring off his Miſtreſs, by which 
BS Means they would have had a Competency to 
| ſubſiſt with; this Reflection drew often heavy 

© Sighs from his Breaſt, which he endeavoured, 
however, to mother but when he Was by 


1 himſelf, 
D 8 N - : \ 
1 Tur Effects of this Gentleman's Melan- 
IE choly ſoon appeared in a viſible Change of 
ic BS pis Health, which rendered him unfit for 
© WY Service of any Kind, and, in ſkort, for I 
e 


bave, I dare ſay, encroached terribly upon 
our Patience, after a Waſting Sort of IIIneſs 
for three or four Months, he was ſeized with 
a violent Fever, which carried him off in 
chree or four Days, and left the Poor diſcon- 
du dlate Emilia in a Condition which I ſhall 


ol paſs over in Silence, not being capable to paint 
att git in proper Colours; and if ſhe ſurvived 
f big this terrible Loſs it could only be attributed 
if ae to ber Tenderneſs for a Son whom his Fa- 
ine ther had recommended to her Care when 
Cr de was breathing out his Laſt. She had about 
or la en Thouſand Livers when her Huſband died, 

0 th: Which ſhe lent to the City of Geneva at 
La 5 

; . | 
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5 per Cent. Intereſt, with which yearly Income 
joined to her own indefatigable Induſtry in 
Embroidery for Shop Keepers, ſhe has given? 
her Son the Education of a Gentleman, and 
is reſolved, when he is of Age, to go into the 
Army to purchaſe a Commiſſion for him in 

France, if it can be procured, or in Savy 
failing that, and to ſupport herſelf by her 
Needle, which I am told ſhe can very well 
do. Here ſhe concluded her Narration 
which drew Tears of Compaſſion from the 
Counteſs, and really would have likewiſe from 
me, had I not been obliged to keep up to my) 
manly Character. We all, however, unani- 
mouſly agreed that this poor Lady deſerved 
a better Fate, and admired her Virtue and 
Reſolution, f 


TE Counteſs, at the Deſire of her Hu. 
band, returned the Thanks of the Compan) 
to Miſs Courbon for her Complaiſance, ani! 
after every one in particular had made he? 
what Compliment they thought proper upon] 
the agreeable Manner in which ſhe had relat-Þ 7 
ed this affecting Story, we took Leave of tif? 
Aunt and her, and returned to our Lodging 
where we paſſed the Remainder of the Ever“ 
ing in making our Remarks upon this A“ 
venture. 5 2 
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As the Count had by this Time ett 
all his Affairs, he told me that he was no 
ready to leave Paris as ſoon as I though 
proper; I told him that I had ſomething 
propoſe with Regard to our Travels, which | 9 
e 5 —_ 
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Nr 
* Wen 9 
— — B.. 
— 2 — ane 


Mademoiſelle de Nchelieu. 425 


was, however, afraid to mention after what 
he had already granted. Speak freely, Sir, ſaid 
be, and. as I believe it is not in your Power 
to aſk any Thing that may be unreaſonable, 
or inconvenient to my Wife or me, I will 
venture, in her Name, as well as in my own, 
to tell you before-hand that your Requeſt 
will be granted, if it is not that we will 
conſent to your leaving us, that indeed 
would give me Concern, and I believe I 
ſhould not very readily agree to it. 


may prolong your Abſence from Auvergne a 
Month or ſo more than by the Route that we 
had at firſt laid down, it may, perhaps, be 

inconvenient and unreaſonable upon that Ac- 
count; however, if it ſhould be fo, I will 
drop my Propoſal, and rather deprive myſelf 
Jof the Satisfaction of ſeeing ſome Part of 
n France, which I cannot before I go to Itah, 
ba according to our firſt Plan, than of the Plea- 


| 4 | | 
4s what I am to propoſe, anſwered I, 
i 


don ſure of your ane. 

lat 

we Þ| * would willingly WE the grand Route 
ng to Bordeaux, from thence aſcend the River 
„e Garonne to Toulouze, and from that to Lyons, 


Ar taking Toulon and Marſeilles in our Way, 

and from Lyons to proceed to Auvergne, but 
1 am afraid ſuch a long out about Way will 
righten the Counteſs. No, no, cried ſhe 
haſtily, I am net at all frightned at the 
Thoughts of a long Journey, and if it is 


ng 8 1 Pgree able to the Count you have my Appro- 
90 | Pbation. 
Vol. ]. | Ff 1 
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you, I ſhall with all my Heart conſent to your 


I am not without Fears about your Project, 


to time, by way of a Journal of what you Bl 


As you are two to one, ſaid he laughing, 
and as I would not willingly diſoblige either of 


22 


2 — 
* 


Propoſal, upon Condition that the Chevalier 
will remain at Saluce with us ſo much lon- 
ger than he intended, as we ſhall be in per- 
orming this additional Part of our Travel, 
to which I very readily agreed, returning them 
a thouſand Thanks for their Complaiſance, 
It was upon this reſolved that we ſhould leave 
Paris in three Days. The Count ordered 
his Coachman and Poſtillion to return ſtreight 
to Auvergne with his Coach and Horſes, and 
bought a four Wheeled Poſt Chaiſe for hin- 

ſelf and Lady, and I had already made Provi- ÞY 
ſion of an [talan Chaiſe for two Perſons, ©? 

my Maid Lucy, now my Valet de Chambre, 
not being uſed to Riding on Horſe-back ! 
was obliged to take her into the Chaiſe with 
me, on a Pretence of Indiſpoſition when we 
C apts 


3 I . 
EWA „ 0, SSI : Ba ny 
PE: ee AE NG Ga aac a 


Tux next Day I went to my Aunt's Con- 
vent to bid her Adieu, and to receive het 
Commands, My dear Niece, ſaid ſhe, th“ 


= I cannot condemn it, ſince, were I at 
iberty, I ſhould with Pleaſure accompany 
you in the ſame Diſguiſe, ſuch a Paſſion have 
J to ſee and know the World; but fince my 
Condition and Profeſſion deny me a Sati- ÞY 
faction of this Kind, I hope you'll not refuſe 
me that of correſponding with me from time ml 


9 * * n * 
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happen 
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happen to meet with that is remarkable in 
your Travels, addrefling your Letters to our 
Friend Pigeot, who will take Care to deliver 
them punctually ; this will be an Advantage 
to yourſelf, as well as a Satisfaction to me 
and I expect that Proof of your Aﬀec- 
tion. | 15 | es 

* You may be aſſured, my dear Aunt re- 
g plied I, of any thing in my Power to oblige 
you; and if my triffling Remarks can afford 


you any Diverſion, you may depend upon 
© my Exactneſs in writing what I think will 
be agreeable to you; and J hope, in Return, 
you'll remember me in your Prayers; that 
my Duty obliges me to, anſwered ſhe, with- 
„cout your making it your Requeſt, and I have 


too great an Affection for you not to put 
up, every Day, my moſt ardent Prayers for your 
Preſervation. "Fre 


I ſhall not, my dear Niece, added ſhe, 
EZ repreſent that you are now going to launch out, 
as it were, into a boiſterous Sea, where it re- 
quires great Skill and Art to ſteer a ſteddy 
0% Courſe: You will be expoſed to many 
+ | # Dangers in different Shapes, but I know 
at your Virtue to be Proof againſt every thing 
ny | that is vicious; and that though Whim and 


ve | Frolick may carry you to certain Lengths, 
my | yet you will never deviate from the Striftneſs 
if. of Modeſty, the only valuable Ornament of 


our Sex; but I ſhall not take up your Time 
and my own, in moraliſing to one who ſtands 
in no Need of my Advice how to regulate 
6 | FF2 her 


—_—_— 
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her Conduct; only beg that you'll let me 
know, from time to time, what happens to 
you in the Courſe of your Travels; that 
you' H give me Deſcriptions of the Countries 
and Cities, and particularly Rome, that mo- 
dern as well as ancient Glory of the World, 
not forgetting the Antiquities you fhall meet 
with there as in other Places: I am ſen— 
{ible that I impoſe a laborious Taſk upon 
you, but I hope your Friendſhip for me 
will make you chearfully undertake it; and 
now, my dcareſt Niece, as the Duties of 
my Profeffion require my Attendance elſe- 
where, I ſhall only wifh you all Happineſs, 
and that Heaven may protect you wherever 
you go : Upon which ſhe retired, with Tear 
in her Eyes, left me weeping, and not able 


to pronounce one ſingle Word, ſo much] 
T was moved with this affecting Scene, and] 
which had ſuch an Impreſſion on me, that the] 
Moment I got to my Lodgings I ſhut my- 
ſelf up in my Chamber, where I made many? 
ſerious Reflections upon the Part that I was go- | 
ing to act upon the Stage of Life; ſometimes | 
condemning my Raſhneſs, in expoſing my- | 
ſelf to a thouſand Accidents which I had no 
Occaſion to riſk, nor any Motive for my fo 


Going, but to ſatisfy an extravagant Curio- 
ſity, which J could not but condemn myſelf, 
and was for ſome Time at a Stand whether! 
ſhould not drop my whimſical Project; but! 
now experienced, in myſelf, what I have often 
condemned in other Women; wiz. that nei- 
ther what our own Reaſon ſuggeſts, nor the 


Advice of Friends can prevail with us to 8 


relinquiſl 


Sd 


CR TM EM}, 


MEE 
Ya 
, 1 
1 


2 

7 

= 

- uy 

G a 

* 
5 


1 
1 


* Mademoiſelle de Richeliev. 329 
& relinquiſh a Gratification which does not 
directly claſh with Modeſty. 


WII. not, faid J within myfelf, the 
Knowledge of the World contribute much 
to cure me of Prepofſeſſions and Weakneſſes 
incident to my Sex, not to ſpeak of Ignor- 
"XZ ance, which, by the Manner of our Edu- 
cation, is a Misfoxtune that we cannot 
avoid ? | | 


WIIIL not the Accompliſhments and Vir- 
© tues of ſome eminent Women, whom I may 
© happen to meet with in the Courſe of my 
Travels excite me to Emulation? and on the 
other Hand ſhall IJ not be diſguſted with the 
2X unguarded Behaviour and Follies of others? 
from both which I may draw Leſſons extreme- 
ly uſeful in the Conduct of Life. 


3 Bes1ves, can I not appear to be a Man 
without giving into the Extravagancies of 


; our Rakes and Debauchees ? Thanks to 


" Emmy Sex I am in no Danger one Way; and 
for any thing elſe, barring obſcene Language, 
I can appear to be as extravagant as the beſt 
Jof them, that's to ſay, make Love to every 

Woman I meet with, appear as paſſionate as 
Petis poſſible for a Man of Gallantry to be, and 
preſs hard for Favours which I cannot receive; 
but if I ſhould happen to meet with any com- 
Flying Fair, I will always take Care to throw 
Pbſtacles in the Way to diſappoint her Ex- 
qpectations, without bringing myſelf under 
ny Suſpicion; thus I ſhall divert myſelf 
= FiT will 
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with the Foibles of my Sex, and learn from 
them to guard againſt ſuch Baits, if they 


ſhould happen to be laid againſt me when ! 
throw off my maſculine Dreſs. | 


AFTER many ſuch RefleQions, all tend- 
ing to confirm me in my travelling Deſign, 
I at laſt concluded that it might be executed 
without any Danger to my Reputation, even 
after the Public came to be informed of it, 


and determined to bar the Door againſt 1 


Doubts or Scruples which might offer in Oy- 
polition to it. 


FIxED in this Reſolution J went to the 
Count's Apartment, where ! found a Jeſuit, 
and a Gentleman whom 1 did not know, nor 
do JI remember his Name; but by a Conver- 
fation whieh he had with the Prieſt, J ſoon 


diſcovered that he was one of thoſe Free- 
thinkers, with which Paris, and indeed all 
France, now und. 


- 


A little ter 1 came in the Converſation Þ 


turned upon Deiſm, and J believe it will be | 


agreeable, at leaſt to ſome of my Readers, E | 


to give them an Abſtract of what was ſaid | 
upon this Subject; ; the Gentleman began in, 
the following Manner, 1 


Tk Supreme Being requires no other 
* Worſhip but the Love of his infinite Pe- 
© fections, from whence flow all the Virtues 


* human and divine, All the ewe F 
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al! the Wiſe Men, all Nations have had 
ſome Idea of this natural Religion; but 

they have blended it with Tenets more or 


leſs true, and have expreſſed it by a Wor- 
ſhip more or leſs proper. 


R „ & G6 


All Sorts of Religions are agreeable to 
the Sovereign Being, while Men make Uſe 
of the Ceremonies, Opinions, and even of 
the Errors of their Sect, to carry them to 
the Adoration of the Deity. There muſt 
indeed be an outward Worſhip; but che 
different Forms of this Worſhip are like 
the different Forms of Civil Government, 


more or leſs good, according to the Uſe 
that is made of them. 


I admire the Morality of the Goſpel, 

but all the ſpeculative Opinions are Things 
indifferent, of which the Sovereign Wit 
dom makes little Account. 


A „ # 


To this the PRIE ST anſwered. : 
be © You cannot continue in your philoto- 

| phical Independence, without looking up- 
on Chriſtianity as an Impoſture ; for there 


is no Medium betwixt Deiſm and Ca- 
tholicity. 


„ A _£R 


* Tris Notion appeared to the Gentle- 
man to be a Paradox, and he begged him 


to explain it, which he did in the following 
Manner, | 
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ſome ſupreme Authority continually ſpeak- 
ing to interpret it. 85 


tiply without End, and without Remedy. | 


c W muſt either confine ourſelves toe 
natural Religion, founded upon the Idea 
of God, and reject all ſupernatural and re- 
vealed Laws; or, if we admit a ſuperna- 
tural Revelation, we muſt acknowledge 


© TE Chriſtian Church, without ſuch 2 
fixed and viſible Authority, would be like 
a Republic, to which wiſe Laws had been 
given, but without Magiſtrates to put them 
in Execution. What a Source of Confu- 
ſion. Each particular Man with the Book 
of Laws in his Hand, would come to diſ- 
pute about their Meaning. This Book 
would only ſerve to feed our vain Curio- 
ſity, to increaſe our Pride and Preſump- 
tion, and to make us more tenacious of 
our own Opinions. 


© THERE would indeed be but one Ori- | 
ginal Text, but as many different Man- | 
ners of explaining it as there were Men, | 
Diviſions, and Sub-divifions would mul- | 


Can we imagine that our Sovereign Law- | 
giver has not provided better for the Peace 
of his Republic, and for the Preſervation 
of his Law ? | | 


* MorzoveR, if there be no. infallible | 
Authority, which may fay to us all, Th . 
is the true Meaning of the Holy Scri- 

6 ture: = 
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ture How can we expect that illeterate 
Peaſants, or ſimple Mechanicks, ſhould 
engage in a Diſcuſſion, wherein the 
Learned themſelves cannot agree? God 
would have been wanting to the Neceſſi- 
ties of almoſt all Men, if, when he gave 
them a written Law, he had not at the 
ſame Time provided them a ſure Interpre- 
ter, to ſpare them an Inquiry, of which 
they are incapable, 


KA A a K KK NM M & @ 


EvERx ſimple and ſincere Man of com- 
mon Senſe muſt perceive the Ridiculouſ- 
neſs of Sects, who found their Separation 
upon the Offer to make him Judge of ſuch 
Matters as are beyond the Reach of his 
Capacity. Whether are we to believe the 
new Reformers, who require that which 
is impoſſible, or the ancient Church which 
provides for the Weakneſs of Men? 


R A A R A KX K „ 


Is fine, we muſt either reject the Bible 
as a Fiction, or ſubmit to this Church. 
Conſult the ſacred Writings, Examine 
the Extent of the Promiſes made by Jeſus 
Chriſt to the Hierarchy, the Depoſitary 
of his Law. | 


5 N * Hz ſays, that, whatſoever it hall bind 
. on Earth, ſhall be bound in Heaven ; that 
: he will be with it to the End of the World ; 
ple that the Gates of Hell ſball not prevail 
1 againſt it; that he who hears it, hears 


"4. F im; that he wha deſpiſes it, deſpiſes him ; 
1 and 


1 
A 
8 
e 
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© and in fine, that it is the Baſis and Pillar 
„ Truth. 


You cannot evade the Force of theſe 
Expreſſions by any Commentary; you 
have no Remedy but by rejecting the 
Authority both of the Law-giver and of 
his Law. 


R MWM X _ A 


< WHrar, ſaid the Gentleman with ſome 
Emotion, would you have me look upon 
any Society on Earth as infallible ? ! 
have run through the moſt Part of the 
different Sets ; allow me to tell you with 
all due Reſpect, the Prieſts of all Reli- 
gions are oftentimes more corrupt or more 
ignorant than the reſt of Men, I equally 
ſuſpect them all. 


K aA aA aA M M A _© 


Tux Prieſt anſwered with great Mee“! 
neſs and Moderation. If we do not! 
raiſe our Thoughts above what is human? 
in the moſt numerous Aſſembles of the? 
Church, we ſhall find nothing but Matter 
to ſhock and offend us; and to increaſe | 
our Incredulity, we ſhall diſcover nothing | 
but Paſſions, Prejudices, human Wear: | 
neſſes, politic Views, Factions and Cabas.. 
But we ought ſo much the more to admire F'Y 
the Wiſdom and Almighty Power of Got, | 
in that he accompliſhes his Deſigns b) 
ſuch Means as ſeem naturally to tend 0 . 
+ their DeſtruCtion, 4 
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© *Tys here that the Holy Spirit ſhews 


himſelf Maſter of the Heart of Man. He 
makes every Thing that ſeems defeCtive 
in the particular Paſtors ſerve as a Means 
to the Accompliſhment of his Promiſes ; 
and, by a Providence continually attentive, 
watches the Moment of their Deciſion, 
and renders it conformable to his Will. 


Ir is thus that God acts in all and by 


ON 2 * * 
7 3 , 
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* 


all. Both the Civil and Eccleſiaſtical 


Powers are held in a total Subjection to his 
Laws. Every Thing accompliſhes his De- 
ſigns, either freely or by Neceſſity. It 
is not the Holineſs of our Superiors, nor 


their perſonal Talents which make our 
Obedience a divine Virtue, but the inward 


Submiſſion of the Mind to the Order of 
God. 


© I ſee plainly, ſaid the Gentleman, that 
there is no Medium between Deiſm and 


Catholicity, but rather than believe all that 


. Catholicks commonly believe, I chuſe to 


throw myſelf into the other Extreme. I 


ö * intrench myſelf in that pure Deiſm which 


is equally removed from an inſipid Credu- 


2 * lity, and an extravagant Incredulity, 


< My Faith diſengaged from the Multi- 


4 * plicity of uncertain, ſubtile, and ſhocking 
Opinions, confines itſelf to the Reſpe& 
XX which it pays to the Deity, and to the 


immutable Ideas of pure Virtue, without 
| being 
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© being anxious about Miſteries, Prieſthood, 
or external Worſhip. To feel the Trith 
of this Religion ke Nature, a Man has 
only to enter into his own Breaſt, ; 


How few are there, replied the Prieſt, 
who are capable of entering ſo into them- 
ſelves, to conſult the Dictates of pure 
Reaſon ? The refined Paſſions of the 
Mind are no leſs blinding than thoſe of a 
groſſer Nature. Firſt Truths are ſome- 
times over-looked by firſt-rate Genius's 
There are no fixed Principles to be found 
that can ſtop the Torrent of Uncertain- 
ties which hurries them along. 


* 
U 


* As in civil Societies, it was neceflary 
to fut Reaſon into Writing, to reduce its 
Precepts into a Body of Laws; to eſtab- 
liſh Magiſtrates for their Execution, be- 
cauſe all Men are not in a Condition to 
conſult and follow of themſelves the Las! 
of Nature: So likewiſe in Religion, Men F 
not being diſpoſed to hear with Attention? 
the internal Voice of Sovereign Wiſdom, | Þ 
nothing was more worthy of God than to, 
ſpeak himſelf to his Creature in a ſenſible! 
Manner, in order to convince the incredu- . 
lous, fix the Viſionaries, inſtru the ig 
norant, and re- unite all in the Belief“ 
of the ſame Truths, the Practiſe of the 
ſame Worſhip, and in a Submiſſion to the 
8 ſame Church, 'Y 
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WIV would you quarrel with a Help fo 
neceſlary for human Weakneſs, and with- 
out which the moſt learned and polite Na- 
tions have fallen into the groſſeſt Errors 


with regard to the IP and the Duties of 
Morality.” 


Tur Religion of Nature, ſaid the 
Gentleman, interrupting him haſtily, is 
common to all Minds, to all Nations, 
to all Religions. Weeven find the Traces 
of it in the Boſom of Paganiſm. Simple 


and artleſs Souls have perhaps better prac- 


tiſed it than the Philoſophers have talked 
of it. 


© Every Sect has mixed with it ſome 
abſurd Opinions. I find ſuch in the Bible 
as well as elſewhere. But excuſe me, 
Father, from talking upon this Head. I 


am afraid of dealing too freely with Things 


that J know not. : 


| | Tur Prieſt RP ſome Time ent, 
Sand then anſwered him in this Manner. 


< Hz who has not gone through all thoſe 


| | | Struggles which you feel in the Way to 


Truth, is unacquainted with its Value. 


8 N Unboſom yourſelf to me, and be not afraid 


of ſhocking me. I ſee your Wound, it is 


deep, but not without Remedy, lince you 
| lay it 6.09) | 


Vol. I. Ge . 
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| 
| 
Uron which the Gentleman proceeded 
thus: ; : 


TRE 11 of the Fews appears to Þ 7 


ce 
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* me to repreſent the Sovereign Being as 21 
* Tyrant, who makes all Mankind "miſer. þ 3 
* able, becauſe the firſt Parents ate of a for- 
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< IT was impoſlible that before their Exi- {i 
tence they ſhould have any Share in that {i 
trivial Fault, and yet God puniſhes then 
for it, not only by Bodily Sufferings an 
Death, but by giving them over co all their Þ 
Paſſions, and in the End to eternal Pu. 
niſnments. According to the common Be- 
lief God forgets all other Nations of the 
Earth to mind only a ſtupid, rebelliou, 
unjuſt and cruel People, whoſe Doctrine 

and Manners ſeem unworthy of the Deity, 


. 


Sn 
* 4 1 WF REY * 1 
* ” 9 79 


A ſecond Lawgiver comes. His Mo. 
rality is more ſublime, and his Mannen 
more pure. I do not pretend to ſay witi} 
certain bold Wits, that he was an Impoſtar| 
I believe him to have been an excellent 
Philoſopher, who had no other View bu} 
to make Men good and happy, by teachin| 
them the true Worſhip of the Suprenr| 1 
Being. But the pretended Depoſitaries 0/8 
this Law have drowned it in a Multitude 'Y 
abſurd Fables, obſcure Doctrines, and fi“ 
volous Opinions that degrade the Dit 
my. 
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* Tas Prieft heard him out to the End. 
with a wonderful Tranquility, and then ſaid, 


SGov has fo tempered the Light and the 
Shade in his holy Oracles, that this Mix- 
ture is a Source of Life to thoſe who ſeek. 
c the Truth in Order fo love it; and an 

3 < Abyfs of Darkneſs to thoſe who will with- 

8 and it, that they may flatter their Paſhons. 
The greateſt Part of the Objections you 
have been making, are falſe and malicious 
Turns, which are given by ineredulous Men 
to Religion. Hear me, I beſeech you with 
Attention for one Inſtant, and I will give 
vou another Plan of the Bible. 


« Gor will have all his Creatures to love 
him as He deſerves, before they be admit- 
ted to ſee him as He is. The luminous 
X Viſion of his Eſſence would invincibly de- 
termine us to love him; but he feeks to be 
10 loved with a free Fove, a Love of bare 
i Choice. Tis for this Reaſon that all free 
i Being s paſs through a State of Fryal be- 
to. fore they arrive at the ſupreme Happinefs 
len? of their Nature, fo that the Beginning of 
but their Exiſtence is a Novice-ſhip, a Time 
digg, for the Probation of their Love. 


Tux Angels and our firſt Parents having 
led, abuſed their Liberty in a Paradiſe of Im- 
- wortality and Pleaſures, God changed our 
W State of Trial into a mortal State, wherein 

good and Evil are mingled together; to the 

| G g 2 End 
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© End that our Experience of the Vanity and 


S@ aA a R a A © „ 


* 'Nothingneſs of the Creatures might carry | 
* us to aſpire continually after a better Life, WM | 
© SINCE that Time we all come into the I 

World diſeaſed, but the Remedy is ever at 
Hand to cure us. The Light which en- 
lightens every Man that comes into the 
World is never wanting, That Sovereign 
Wiſdom has manifeſted. itſelf differently . 
according to the different Times and Pla-. 
ces; to ſome by a ſupernatural Law, and. 
the Miracles of the Prophets; to others H : 
© by the Law of Nature, and the wonderful MW . 
Works of the Creation. Every Man ſhall BW 
be judged by the Law which he has known, 
and not by that which he has not known. 
No one ſhall be condemned but for neglect- . 
« ing to profit by what he knew, that he 
s might merit to know more, * . 
2 e 
_ © Gop came himſelf at laſt, cloathed in tile 
£ Likeneſs of our Fleſh, to expiate Sin, and 
to give us a Pattern of that Worſhip which 
is due to him. He cannot Pardon the Cri- , 


minal without ſhewing his Deteſtation of 
the Crime. This is what he owes to his 
Juſtice, and this is what our Saviour alone 
could do, He has fhewn to Men, to An- 
gels, and to all the Heavenly Spirits the 
- infinate Averſion of the Deity for the Vi- 
olation of Order, ſince it coſt ſuch Pains 
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© and Agonies to the Man God. *Tis ir 


© this Senſe that the Saviour is our Sacrifice, 


© but he i is our Model alſo. 


© Tris Sacrifice of Jeſus Chriſt, offered 
up in Homage to the divine Sanity, his 

© profound Annihilation before the Supreme 
© Being, and his infinite Love of Order ſhalk 
© be the everlaſting Pattern of the Love, 
* Adoration and. Homage of all Intelligent 
© Natures. They ſhall thence learn what 


* 


© js due to the Infinite Being, when they be- 


* hold the Worſhip he pays to himſelf 1 


his holy . 


TRE Religion of this e High Prieft 
conſiſts only in Charity. The Sacraments, 
© the Ceremonies; the Prieſt- hood are but 


© © falutary Aids to ſuccour our. Weakneſs, 
© © outward and ſenſible Signs to encreaſe in 


© our Selves and others the Knowledge and 


Love of our common Father; or in fine, 
gnaeceſſary Means to keep us within the 


© Bounds of Order, Union, and Obedi- 


2 5 


©. Vat ſooch theſs Mam full teat % the 


T * Shadows ſhall diſappear, the true Temple 
2 © ſhall be opened; our Bodies ſhall be rai- 


ſed again Zborzons; and God ſhall com- 
municate eternally with his Creatures, not 
only as a Being purely divine, but under 
i human Form, that he may ſhew us at 
once both the Myſteries of his Eſſence and 
the Wonders of his Creation, 
W223 © Yow 
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* You have here the general Plan of 
© Providence. This is, ſo to ſpeak, the Phi- 
* loſophy of the Bible. Can any Thing be 
more worthy of God or give greater Con. 
« folation to Man than theſe high. and no- 
© ble Ideas? ought we not to wiſh them! 
true, tho” we were not able ta demonſtrate 
g * truth of them. 
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36t Huw may we not ſuppoſe, ſaid the Gen 
«. tleman, that Moſes and Feſns Cbriſt have? 
formed this fine Syſtem: meerly as Philo- 
© ſophers, and without any divine Miſſion! 
may they not have feigned an IntercourſÞF 
© with the Deity, not to deceive Men, but 
© to gain. Credit to their Law, and to male“ 
us good and happy by * us in, 
true Mortality? 7 


To this the Prieſt anſwered: © 1/7 
and Fefus Chrift have proved their Miſton 7 
dy ſupernatural Works, which bear tif 
Character of an infinite Wiſdom and Powp Y 


© T ſhall ſay nothing of the Wenke 6 I 
© Adoſes, nor of the uncorrupted Franſmif 
on to our Time of thoſe Books which 
contain the Hiſtory of them, neither {hi} 
I mention the Prophecies contained in then 
nor fpeak of the Jewiſb People who #, IM 

* ſubſiſt, tho* diſperſed all over the Eartd 1 

+ after the total Deſtruction of all the ancic E 
Nations formerly ſo valiant and org j 
* \ 8 0) 4 
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© treated in Monſcur de Meaux's Diſcourſe 


© upon Univerfal Hiſtory, He has ſhewn 
: © the continued Chain of Tradition from the 
. © Beginning of the World, and has ftrength- 
- ned it by Reflections, which equally diſ- 

n © cover the greatneſs of his Capacity and of 
(+ his Knowledge. 


« I ſhall fay thing of the Events _ 
told in thoſe ancient Books, which r 

red not only a divine Wiſdom to fondled 
them, but an infinite Power to accom-- 
pliſh them. Such was the Converſion of 
the Gentiles. to Chriſtianity, an Event, 
which depending on the free Co- operation 
of Man, demonſtrates plainly that the God 
who revealed it had an uncommunicable 
Power over his Heart. But without en- 
tering into the Particulars of thoſe Facts, 
which ſo evidently prove that the Jeawr!ſh 
Law, was given from above, I come di- 


the Truth of the latter we eſtabliſn the 
Authority of the former, fince the Chriſti- 
an Lawgiver has ſuppoſed it Divine. 


3J3ͤͤ CO det: 


3 
2s % | 
mi, © r. Taz Miracles of Jeſus Chriſt were 


ehich not done in a Corner, in impenetrable 
{il Hiding places, or deep Caverns, but before 
hen the Face of. a whole People, who were 
» Enemies and incredulous. They were af- 
Zar © terwards publiſhed and renewed by the 
ncic © Apoliles in many different Nations, who 

W | + were powerfully intereſted to make the 


6 Cheat 


© You will ſee that Matter excellently well 


rectly to Chriſtianity. In demonſtrating 


#4 4 


344 The TRAVELS of 


Cheat appear in Caſe they had been Coun- 
* terfeit. - Our Lord feeds a Multitude of 
J People with four Loaves. He recovers the 
incurable with a ſingle Word. He calls 
up the dead from the Grave. He raiſes 
himſelf from Death. Every thing is no- 
torious and publick, and in Ak the leaſt 
Impoſture might have been eaſily difco- 
vered. Here was nothing of deluſive Arts 
to bewitch the Eyes, no Legerdemain, 
nor ſubtle Qperations of Phyſical Science ; 
the Facts were all able and viſible, 
contrary to the common Laws of Nature. 
The Simple and the Learned were equally 
Judges of them, and need only to open 
their Eyes to be convinced of their Rea» 
lity. 


© 2. Tae principal Eje-witnefee of theſe 
miraculous Deeds cannot be ſuſpected. 
*Tis poſſible that Men through Infatua- 
tion and Prejudice may. ſuffer all Sorts of 
Hardſhips in the Defence of fpeculative 
Errors, becauſe they may be really per- 
. fuaded that they are Truths; but that 
Men without View of Pleaſure or Ambi- 
tion, of temporal or eternal Recompence, 
ſhould expoſe themſelves to all Kinds of 
Calamities in this Life, and aſter it to 
the revenging Juſtice of a God who hates 
Falſhood, to maintain that they have heard 
with their Ears, and ſeen with their Eyes, 
ſuch Things as never were: This difin- 
tereſted Love of Evil is abſolutely incom- 


patable with human Nature, and can never 
be 
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be ſuppoſed, eſpecially in Men who paſt 
their Lives in practiſing and teaching the 


moſt fublime Morality that was ever heard 
of. | 


3. TRE Religion of Moſes confidered 
ſeparately, and without Reſpect to Chriſ= 
tianity, might poſſibly be ſuſpected of 
politick Views. It might be ſaid, that 
the Magicians of Egypt having imitated a 
Part of the Wonders wrought by him, he 
only excelled them in the Magick Art. 
But in the Religion of Jeſus Chriſt there 


is no Pretext for Incredulity, no Shadow 


of human Policy, no Footſtep of Workdly 
Intereſt. The Miracles of the Lawgiver 
evince his Mitſhon to be divine, and the 
Purity of his Law proves that his Miracles 
were not deluding Enchantments. When 
a Legiſlature has a Mind to deceive Men 
by falfe Miracles, and to bring them uns 
der his Government by abuſing their Cre- 
dulity; does he invent a Religion which 


mortifies the whole Man, makes him be- 


come. an Alien and a Stranger to himſelf, 
overthrows the Idolatry of Self-love, ob- 
liges us to love God more than ourſelves, 
and not to love ourfelves but for his Sake ? 
156. Chriſi has taught us to look upon this. 

ife, this infinitely ſnort Moment of our 
Baniſhment here below, as the Infancy of 
our Being, and as an obſcure Night itt 
which all the Pleaſures we meet with are 
but tranſient Dreams, and all the Evils. 
we feel but wholeſome Bitterneſſes to 


make 
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make us Toath this World, and preſs for- 
ward to our true and native Country, Pe- 
netrated with the Senſe of our Nothing- 
neſs, our Inability, and Blindneſs, he 
would have us continually preſent, and 
expoſe ourſelves before the Being of Beings, 
to the End that he may impreſs again his 
Image upon our Souls, and at length, 
being made totally conformable to him, he 
may abſorb and conſummate us in his di- 
vine Unity. This is that Worſhip in Spi- 
rit and in Truth of which the Goſpel {= 
ſpeaks ; the Worſhip which Man finds fo 
agreeable to his natural Ideas, when it is 
once difcovered to him; a Worſhip never- 
theleſs of which we ſcarce ſee any Traces 
in the moſt refined Paganiſm, It was but 
late, and after that Chriſtianity had en- 
tightened the World, that the Pagan, 
Arabian, and Perſian Philoſophers borrowed | i 
this Language, which _” have always 
ſpoken imperfectly. 2 


+ AK Union in Jeſus Chr if ; his 
Life is agreeable to his Doctrine. This 9 
divine Legiſlator does not think it enough i 
to give Men the dry Precepts of a ſublime! F 
Morality. He puts it himſelf in Practice, 
and ſets us the Example of an accompliſhed 
Virtue, which neither has nor pretend . 
to any Thing upon Earth. His whole 3 
Life is but a Tiſſue of Sufferings, a pe- 
petual Adoration, a profound Humiliation 3 
before the Supreme Being, an unbounded - 
© Submiſſion to the divine Will, ande an 199 ᷣͥͤ 

C _ 
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« finite Love of Order. Is it pollible any 
= < where elle to find either ſuch a Law or ſuch 
a Law-giver? 


5. Tux Eſtabliſhment of ſuch a Reli- 
gion amongſt Men is the greateſt of all 


1 Miracles. In ſpite of all the ancient Ro- 

* © man Power, in ſpite of all the Paſſions In- 
t: © terefts, and Prejudices of ſo many Nations, 
23 © ſo many Philoſophers, ſo many different 
Religions, twelve poor Fiſhermen without 
Art, without Eloquence, without Power, 
o © publiſhed and ſpread their Doctrine through- 
out the World. In Spite of a Perſecuti- 
- on for three Centuries, which ſeemed rea- 
dy every Moment to extinguiſh it; in Spite 
ut! of continued and innumerable Martyrdoms 
n-. of Perſons of all Conditions, Sexes, and 
n. Countries, Truth in the End triumphs 
oi | | over Error, purſuant to the Predictions both 
N of the old and new Law. Let any one 


F ſhew ſome other Religion which has the 
e ſ>-me Marks of a divine Protection. A 
his 1 X powerful Conqueror may eſtabliſh by his 
Che Arms the Belief of a Religion which flat- 
ters the Senſuality of Men ; a wiſe Legiſ- 


55 lator may gain himſelf Attention and Re- 
4% ; wy by the Uſefulneſs of his Laws ; a 
Jj 


nel | Sect in Credit, and ſupported by the Civil 
Power, may abuſe the Credulity of the 
_ *cople ; ; all this is poſſible. But what 
could victorious, learned, and incredulem 


['* - x 
"i 43 | Nations 55 to induce then ſo readily to 
5 gel ſubmit to Jeſus Chriſt, who promiſed * 
1 


. othing in this World but Perſecutions 
= 2 
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- © T am deeply affected with what 5% 


N 


c 


companied it with Manners ſo pure, of ? 
have they ſpread it over the Face of the“ 


fortable Hopes it affords, evidently pro- 8 
that the Chriſtan Legiſlator ſurpaſſed al : 
the others. But may it not be ſaid tha 
this Philoſopher, being himſelf perſuaded 


and Sufferings, who propoſed to them the 
Belief of Miſteries, which ſhock the Un- 
derſtanding of Man, and the Practice f. 
a Morality which ſacrifices all our Darling 


Pah is? In one Word, a Faith and 2 
orſhip, which drive our Reaſon and 


our Selt-love to the Extremity of De- 


7 
ſpair. | 3 


< Do we find theſe ve Marks of Truth 4 
in the pretended Miracles of Magician, 
or the Impoſtures of Appollonius and Ma- 
homet ® They may out of Oftentation| 1 
have preſented the People with ſome pub- 

lick Shew, in order to furprize, amuſe, | * 
and captivate them: But have they doneÞ 
any Miracle ſo publickly 8 and 
ſeen by ſuch Witneſſes? Have they 
taught a Doctrine ſo ſublime, and ac- 


OW 


W 


Earth by Means ſo oppoſite to what maj! 
be called political ? 2 


To this the Gentleman replied 


ſay; the high Ideas which you git 
me of the Chriſtian Doctrine, the nobk 7? 
Sentiments which it inſpires, and the con 


: Ie 
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that his Morality was the only Wort 
Wort, 
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© worthy of the Supreme Being, and that his 
« Syſtem was the only Means of rendering 
us happy here and hereafter, believed him- 
© ſelf obliged, out of Reſpect to the Diety 
© and Good-will towards Men, to give 
Credit to his Law, by feigning a ſecret 
= © Communication with the Almighty ; that 
b he Choſe twelve ſimple and ignorant Men, 
c © to the End that he might conceal from 
"XZ © them, or perhaps perſuade them more 
1 nag of his innocent and generous Illu- 
EY 10N, | 8 | 


4 
A A 


© Tatrs Stratagem ſucceeded with them, 
and was by Degrees ſpread about, at firſt 
by Parknifon, and at Length by Force, 
when the Chriſtians became the moſt nu- 
merous and moſt powerful. The Prieſts 
then, who make Uſe of Religion to go- 
vern the People, might they not have de- 
parted from the firſt and noble Deſigns of 
the Legiflator, converted every thing into 


K M K M G A „ 


X Morality, ſlipt Paſſages into the original 

X Writings, favouring the imperious Power 
vol which they endeavour to uſurp over the 
r Multitude, and, in fine, diſguiſed, exag- 

gerated, and ſuppoſed Facts unknown at 
the Beginning. For if the Miracles which 
were mentioned were true, is it poſſible 
that the Jeꝛos could have ſtood out againſt 
= their Evidence, or that Authors cotempo- 
uad! rary ſhould have ſaid fo little about them? 


: = v SF 2 
vort. ol. I Hh * THEE 


Politick, added Tenets to the Syſtem of 
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© Turns is no room to doubt, anſwered 
the Father, of the Truth of theſe ow 


The Books which contain the Hiſtory © 


them were received, and tranſlated b 
great Numbers of People of different 
Countries as ſoon as they appeared: They 


have been in publick Aſſemblies in almoſt 


all Nations, from Age to Age, and yet no 
body ever taxed them with being falſe; 


neither Jetus nor Pagans, nor 'Hereticks, | * 


who were powerfully intereſted to op- 
poſe them, and to make the Impoſture Þ | 


appear. 


TRE Jr indeed Medged, that Jeſu | ; 
Chriſt had performed his Miracles by the! 
Power of Magick, but they never rejected 4 


them as Forgeries, Is ir ſurpriſing that a 
People under Expectation of a" Meſſiah, 


whe was to load them with all temporal 
Bleffines, and to extend their Dominion 
over the whole Face of the Earth, ſhould 


be irritated againſt a Legiſlator who  over- 


turned all their flattering Hopes. We 


know how far the Paſſions influence the 


Mind, and how much the Heart blind} 
it. Is it aſtoniſhing that this People ſhould} 2 
rather chuſe to look upon the Miracls| 
of Jeſus Chriſt as Deluſions, than to en- 
brace a Law, which propoſes no other Plea- 
ſures but theſe of Virtue, nor other Happi 


neſs but a future Immortality ? 
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* < Taz Pagans could no more diſallow 
„ 


thoſe Facts than the Fews. Celſus, Por- 
phyry, Julian the Apoſtate, Plotinus and 


the other Philoſophers, who from the Be- 


ginning attacked Chriſtianity, with all 
imaginable Subtilty, acknowledged the 
Truth of our Saviour's Miracles, the 
Sanctity of his Life, and the Authentick- 
neſs of thoſe Books which give us the 
Hiſtory of them. The Silence of cotem- 
porary Authors with the Apoſtles proves 
nothing. The Philoſophers juſt now men- 
tioned never brought this Silence as an Ob- 
jection. 


© Ip Chriſtianity be an Impoſture, and if 


the Illuſion has been concealed ſo as to 
deceive all Nations, it might have been 
eaſily conſummated, by flipping in formal 
Paſſages in the cotemporary Authors, to 
prevent an ObjeRion which gives ſo much 
Umbrage. The Simplicity of this Con- 
duct proves the Veracity of the Facts which 
are adyanced. 


© In fine, the numerous and ſucceſſive 
Sectaries, which in every Age have diſ- 
turbed the Peace of the Church, uncon- 
teſtably prove, that it would have been 
impoſſible to corrupt the ſacred Originals 
without a Diſcovery of the Impoſture ; ſo 
that if we go back from Age to Age, to 
Jeſus Chriſt himſelf, we ſhall ſee Chriftians, 


=* Hereticks, . * | Greeks, Ro- 
= 2 


s mans, 
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_ 


mans, Barbarians, all giving Teſtimony 
to the ſame Facts, and to the ſame 
Books. 


© As the Certainty of our Tdeas depends 
upon the Univerſality and Immutability of 
their Evidence; ſo the Certainty of Facts 
depends upon the Univerſality and Immu- 
tabiliy of the Tradition by which they are 


confirmed. 


* Ir is impoſſible to make firſt one whole 
Nation, and afterwards many different 
Nations, believe that they have ſeen with 
their Eyes, and heard with their Ears, 
ſuch Things as never were; that the Me- 
mory of thefe invented Facts ſhould be per- 
petuated openly, ſucceſſively and univer- 


fally, in all Ages by different Nation,, 
of oppoſite Intereſts, Religion, and Pre- Þ 7 
Judices ; that theſe Nations fhould con- 
ſpire with their Enemies to ſpread abroad a | # 
Deluſion which confounds and condemns | * 
them; and that, nevertheleſs, neither at? 
the Time of the Forgery, nor in the Ages | 


following, it ſhould ever be diſcovered ; 


this, I fay, is not only incredible, but ab 


ſolutely impoſſible.“ 


© ] own Father, ſaid the Gentleman, that 
the Morality 


Religion would not ſhock me. I ſee no- 
thing in the one that is not ſublime, nor | 
in the others that is not poſſible; but! 
Ideas of * 
c whick 


would gladly ſeparate the noble 


and the Facts of the Chriſtian! 


INE IE” , 
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£ which you have been ſpeaking, from thoſe. 
: 8 1 the Prieſts call Miſteries. 


I ow nt mercenary. Ideas ck 
© are commonly 5 of Religion, 
© were, I thought, unwor of a divine 

Wy < Miſfion.,. I ſuſpected the \ oof of the 
2 © Law-giver, while I was . with 
2 < the Beauty of his Law. But why do we 
find in the Bible ſuch a Ml Contraſt 

of luminous Tx A 2 obſcure. Doc: 


1 trines? . * # T 


n 4 e RFK he, would you 
© 2 © rejet ſo many luminous Truths which 
. | 7 © conſole the Heart, becauſe they are ming+ 
(led with Shades which humble the Un- 
1 4 . Ought not the true Reli- 
, | gion to elevate and abaſe Men, to ſhew 
him at once both the Grandeur and Weak» 
- n neſs. of his Nature? You; have as 

2a | too narrow a Notion of Chriſtianity 4s 1115 
s | not only a holy Law to purify Ne Will, 
at : . As miſterious \ Viſdom to, ſubdue 


| 2 5 e DE It is, 2 continual Dar 
H &-..cx ot the, Whole Man, Homage, to 
he | 3 6 the 850 vereign Reaſon. 9 y 


. Fur Practice of 8 lity is 
nat © 2 renouncing of Pleaſures for the Love of 
ian the Supreme Beauty, The Belief of the 
o- « * Goſpel Af e . |: den Sacri- 
by | N fice of our Id o the eternal Truth. 

3 6 Without this 7 4 of. our 


| 4 E and Paſ ons. the Holeocauf is im- 
ich - >: > + h 3 perfect 
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perſect, our Victim is defective. It is by 
* this Means only that the whole Man is, 28 
« it were, annihilated before the Being of 


* Beings. 


© Ovn Buſineſs is not to enquire whether 
® it be neceffary that God ſhould thus re- 
* yeal Miſteries to us for the humbling of! 
* our Minds, but rather to know whe- | © 
* ther he has revealed any or not. Tf he has 

* youchſafed to ſpeak to his Creatures, all | 
* that love him will obey his Voice. You 
are to conſider the Chriſtian Revelation as 

n Fact. Since you no longer doubt of the | 
Proofs of this Fact, you are no longer at- 
Liberty to chuſe what you will believe and 
© what not. When the Mind is once cured 
of its Prefumption, all thoſe Difficulties, } * 
© whereof you have brought together ſome! Þ 
© Inſtances, ' vaniſh in a Moment, We can 
© then eaſily believe, that there is a Depth in| 
the Divine Nature, and in the Conduct o 
© his Providence, which is not to be f- 
* thomed by the ſhort Line of our Re- 
© fon. The Infinite Being muſt of Ne- 
© ceflity be incomprehenſible to the Crea: 
s ture. 1 C . 


© On the one hand we behold a Legi. 
* Jator, whoſe Law is altogether divine, ant 
© who proves his Miſſion by miraculos 
© Works, of which we cannot doubt, fina 
the Reaſons we have to believe then 
are ſo ſtrong and cogent, We find 
© the other Hand divers Miſteries = F 
: 6 {hoc 
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© ſhock our Underſtanding. What ſhall we 
© do between theſe two perplexing Extremes 
© of a clear Revelation, and an incompre- 
© henſible Obſcurity? We have no Way 
left but to ſacrifice our Underſtanding, and 
© this Sacrifice is one Part of the Worſhip due 
© to the Sovereign Being, 


,= © Has not God an infinite Variety of 
2 © Knowledge which we have not? when 
dhe diſcovers any of his Secrets to us by 
2 a Supernatural vay, our Buſineſs is not to 
examine the Manner of thoſe Myfteries, 
but the Certainty of their Revelation, They 
£ ſeem to us inconfiſtent, without being ſo 
in Reality; and this ſeeming Inconſiſtency 
* ariſes from the Scantineſs and narrow Li- 
mits of our Underſtanding, which can not 
F reach to ſee the Connexion of our natural 
„ * Ideas with theſe ſupernatural Truths. 


= © CrrisTIANITY adds nothing to your 
= © pure Deiſm but the Sacrifice of the Under- 
XZ © ftanding, and the Catholick Faith does but 
„ compleat this Sacrifice, We have, pro- 
= perly ſpeaking, but two Articles of Reli- 
gion, the Love of an invifible God, and 
Obedience to his Living Oracle the Church. 
All the other particular Truths are emi- 
| F< nently contained in theſe two ſimple and 
X-* univerſal ones, which are within the Reach 
of every Capacity. Can any thing be more 
X © worthy of the divine Perfection, or more 
neceſſary for the Weakneſs of Men ? 


THs 
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Tu Gentleman then ſaid : © I have no 
© longer any Difficulty about the incompre- 
henfible Doctrines of Faith, but about cer- 
.tain Opinions which have unawares crept 
in among the Prieſts and the People. May 
not the Chriſtian Law, as well as 4 
ewiſh, have been obſcured by uncertain 
raditions? I 'am: perſuaded that the 
Church will never teach any Errors which 
are dangerous or damnable ; but may ſhe 
not tollerate certain innocent Errors: as be- 
< ing uſeful and neceſſary. in the preſent 
ea 


* „ A „ = TIS 


kneſs of human Nature? Such, for 


Example, is the Notion of eternal Puniſh- 
6 ments, | | ile. ; 
«18 NoTHING.: would be more dangerous 
than to free the Minds of Men from this 
© ſalutary Fear. But there is nothing in the 
© natural Ideas we have of the Deity, nor 
© even: in the Holy: Scripture to hinder us 
from believing, that ſooner or later all 
s. 


* Beings will return to Order. This was 


2 the Solutien which Origen hit upon to juſ- 
© tify all the Steps of Providence. This fur- 
* niſhes un Anſwer to all the Ohjections 
© which Celfus, Mr. i Baile and all other 
© Unbelievers, whether ancient or modern, 

« have formed againſt the Chriſtian Syſtem. 
Leave me but this Se Idea; I give you 
Hop ene I" 55 ee ws 10% 
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© No, no, ſaid the Father, 1 will leave 
you no Refuge to eſcape the Sacrifice of 


your Underſtanding. Should we ſuppoſe 


chat the Church might tolerate ſome inno- 


cent Miſtakes, yet ſince ſhe never will 


teach any dangerous Error, which can juſ- 
tify a Rebellion, and the throwing off our 
Dependance, why do you delay to ſubmit, 
and to loſe in the Incomprehenſibility of 
God all thoſe vain Speculations, which 
might limit and: ſet Bounds to your Obe- 
dience ? This Life is but a dark Night, 
in which we are not allowed to reaſon upon 
the Secrets of the divine Nature, or the 
impenetrable Deſigns of his Providence, 
One Moment more, and all will be un 
veiled, God will juſtify his Conduct. We 
ſhall ſee that his Wiſdom, Juſtice, and 
Goodneſs, are always concordant and in- 
ſeparable, Tis our Pride, and our Im- 
patience which make us unwilling to wait 
for this Unravelling. Inſtead of uſing that 
Ray of Light which is left us, as a Guide 
to lead us out of our Darkneſs, we loſe it 
in a Labyrinth of Diſputes, Errors, chi- 
merical Syſtems, and particular SeQts, 
which not only diſturb the preſent Peace of 
human Society, but indiſpoſe us for the true 
Life of all intelligent Natures, who have 
no Underſtanding or Will of their own, 
but are enlightened by the ſame univerſal 
Reaſon, and are moved and animated by 
the ſame Sovereign Love. 


© HITHERTO 
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* HiTyHtERTo you have ſought to poſſef; 
© Truth, Truth muſt now captivate and 
© poſſeſs you, and ſtrip you of all the falſe 
* Riches of your Underſtanding. Before 
© we can be perfect Chriſtians, we muft be 
< diſappropriated of every Thing, even of 


our Ideas themſelves. No Religion but 
© the Chriſtian teaches this Evangelical Po- 


© verty. Impoſe this Silence upon your Ima- 
* gination and your Reaſon, Say continual- 
© ly to God; inſtruct me by the Heart and 
© not by the Underſtanding : Make me be- 
© lieve as the Saints have believed: Make 


me love as the Saints have loved. By this! 
Means you will be ſecured from all Incre- Þ Þ 


© dulity. 


© NoTHIiNG is more clearly proved, faidÞ Þ 
© the Gentleman, in Metaphyſicks than Þ 3 
© the Exiſtence of a Being infinite, perfect,, 
and eternal, that's to ſay GOD; but the/ 

© Immortality of the Soul does not appear | * 
© to carry with it the ſame Clearneſs and} * 
of Proof, at. leaſt by the little} 
© that I have read. What appears to me 
© to be the beſt Proof is, that as we are per- 
© feAMly ſenſible of its Unity, it is not ſubject/ 
© to Diviſion of Parts as Bodies, and conſe-} 
< quently to deſtroy it, a particular Will of! 3 
God would be neceſſary, as one was requi-| ? 
© fite for its Creation. This Reaſon anſwer 


© Strength 


© equally for the Immortality of Matter, 


* and can amount to 80 more than Probabi 3 
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* firſt Ditkculty.. | 


ni Tun e of the Soul being 
eſtabliſned, the Queſtion ſtill is to prove 
the Neceſſity of a Worſhip, and what 
Relation there can be between the Infinite 
and the Finite, that this Worſhip _— ve 
Wet 85 
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z 


Ir muſt! be + appear that we are 
A. Agents, otherwiſe we are anſwerable 
for nothing, Now, as we have within 
us an invincible Deſire to be happy, and 
an Intelligence. neceſſitated to acknowledge 
an evident Truth which appears, it muſt 
be ſhewn, that our Wit is not a Balance 
neceſſarily ä by the Idea of the 
greateſt Good. ä 


W Bb 0 


I cannot doubt but that it is poſſible 
to prove theſe Truths in a clearer, ſhorter, 
more intereſting, and exater Manner, 
than has been hitherto done: I ſhould 
be glad to ſee ſuch a Work as this which 
would be of infinite Uſe.” 


* K 6 8 


* * 1 
n 2 


1 Here the Gerntlemeh left off ſpeaking, 
hand the Prieſt made the following Diſcourſe 
containing Proofs of the Being of a God, 
I he Liberty of Man, the Neceſſity of a 4. 
I vine Og aud the Immortality of the 


Soul. 


© 'THERE' 
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© THERE muſt of Neceſſity be ſomething 
eternal, nothing could not produce the 
Things which are. That Being which ex- 
i/ts of fel is for no other Reaſon Eternal, 
but becauſe it carries within itſelf the Ne- 
ceſſity of its Exiſtence. All finite Being 
may either be or not be. Every ſuppo- 
ſed Infinite, or Infinite in all Reſpects, has 

nothing in it ſelf to make it exiſt prefer- | 
ably to an Infinite of a Superior Degree; 
ſo that its Exiſtence is not neceſſary, The 
ſelf exiſtent Being, the infinite Being, the 
abſolute Infinite, are therefore ſynonimous 
Terms. It is for this Reaſon that God 
defines himſelf He that is. 


GH RN RK RH nh AAA A AA A MM A 


© MULTIPLICITY is poor in its ſeeming Þ* 
Abundance. The abſolute Infinite is ſu-- 
premely one, and ſupremely all. He is all, 
Being, and not all Beings. Heexiſts, knows 
himſelf, and loves himſelf always alike. He, 
contains all that is real in all Beings by? 
an indiviſible Simplicity, and not a Com- 
poſition of Parts. He knows all that is 
knowable in knowing himſelf. He loves 
all that is lovely in loving himſelf. He can 
do all that is poſſible by the ſimple Act of 
his Will. We do not ſee his Eſſence,⁵ 
but we have here a clear Idea of his efſen- 
tial Properties. It is, I confeſs, but an 
infinitely ſmall Perception of the infinitely F 
great Being, but it is a very real one, an! 
ſuch as diſtinguiſhes him from all other Be. 
ings whether finite or infinite, in one Rel: 
pect only, 85 FF 
; 4 SINE bs 
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© 1 10 abſabute Eat is * Fr Be- 
ing which exiſts of itfelf ; ſince finite Beings 
cannot be {ſmall Parts taken off from his 
indiviſible Subſtance ; it neceſſarily follows, 
= © that he has a real Power of making that 
to be which was not before: We have no 
2 © Tdea of this creating Power, but fuch a 
Power there muſt be in God, or the Ex- 
= © iſkence of finite Beings, would be ng 
© ties! 


< Tur Action bj which God kg crea- 


ted all Things is never diſcontinued. Tis 
plain that he every Moment gives Being, 
dbecauſe he can every Moment take it away, 
| 3< Now he cannot take it away but by cea- 
815 ſing to give it, or by giving nothing : 
N e but nothing cannot be communicated. The 
u Preſervation therefore of the Creatures is 
Je F a perpetual Gift, that is to ſay, a continued 


by 1 Creation. A Being which holds its. Exiſ- 


tence in Dependance, cannot but be de- 
at. pendant on its Operations. The Creatures 
act, as they exiſt; Their Activity as well 
as their Being is every Moment communi- 
N cated to them. What a wide Field of 
ce Truth is here opened to the Mind? 
Nene) = < IT is God alone who creates all, and 
g * he is the ſole Agent in his Work. It is 
2 E he, who being every where preſent, gives 
Be = Form and Motion to the corporeal World, 


| 1 Light and Love to the Intellectual. It is 
he who makes the one intelligible, and 
bh. 5 Vol. 1. I i the 
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© the other intelligent, It is by him alone 
that they correſpond. to each other, pur- 


ſuant to certain general Laws, which he 


has eſtabliſhed for the Preſervation. of Or- 


der and Union in his Works. 


8 SECOND Cauſes are, but the mere Ocea- 
ſions of his Action, which, we don't per- 
ceive becauſe of its Delicacy, and which we 
falſly attribute to the Creatures and to 
ourſelves, thereby uſurping the Rights of 
the Divinity, There is no Shadow of real 
Power in finite Beings, but that of our 
Liberty, by which we are enabled to con- 
ſent, or not to conſent, to the divine Ac- 
tion, which iluminates, excites, ang, oye 
us. ö 


n EF I * * 
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towards good in general; is the Ground 


and Eſſence of the Will, and the Spring 
of all our Loves. But * Impulſe never 
carries us irreſiſtibly towards any particular 
Good. we can always ſtop to examine 
whether the Good that preſents itſelf be 


real or imaginary, whether according to 


Order, or contrary to it; whether good in 
itſelf, or only pleaſin to us. We can by 


Conſequence give Way to the Action of 
God upon us, either from Virtuous or ſen- 
ſual, rational. or pleaſurable Conſiderations, 
Pom a reverential Regard. to his / adorable 
Perfections, or from the Reliſh of our agree- 
able Senſations. Here we ſee the two-fold 

4 Spring 


g 
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Spring, by which our Liberty is ex- 


_ © plained, F; 


/I 0 m0 6. we 


ing, 


© This Power of conſenting to the divine 
Action does not ſuppoſe an infinite Strength 
in the Creature. It produces neither the 
Object, nor the Action of the Object, nor 
the Motion towards the Object. Our Ac- 
tion is of itſelf always barren. The Ac- 
tion of God is what alone produces all 
our luminous and beautifying Perceptions. 
It is the only Source of all the Truths, 
and of all the Pleaſures by which we are 
moved. This Activity (or this Power of 
chufing) like our Being, is a continued 


Gift of God. We have a Being different 


from his, and in like Manner we have an 


Activity diſtinE& from his, But as our Be- 


ing can not exiſt independently of his, ſo 
neither can our Action produce any Thing 
without his. His Action does all in all 


according to certain Laws which he has 


eſtabliſned. . 


© Tur univerſal Rule by which God com- 


municates himſelf to free Beings, is to do 
it more or leſs, as they more or leſs give 
Way to his Action. When the Creature 
ſins, it is not neceſſary to ſuppoſe it en- 
dowed with a Strength equal to the Crea- 
tor's, whereby it may put a Stop to the 
Action of God; it is God himſelf who 
ſtops. He ceaſes to Act, becauſe the Terms 
or Condition upon which he Acts is want- 
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Tux Sight of the Sovereign Good, diſ- 
played without Covering or Veil, would 
invincibly determine every finite Intelli- 
gence to cleave and adhere to it. But 
this the Creatures might do, either to pay 
Homage to its infinite Perfection, or in 
order only to the Enjoyment of Happineſs, 
To ſeperate theſe two Sorts of Love is to 
commit a Sacrilege. No Method was more 
worthy of the divine Wiſdom for the con- 
firming us eternally in the pure Love of 
Order, than to raiſe us to it by a State 
of Tryal, wherein we have continual Oc- 
caſions of Sacrificing our pleaſurable Sen- 
ſations to the pure Idea of his infinite Per- 
fection. The only Reaſon then why he 
has made us free, is that we might be ca- 
pable of pure Love, 3 


© Tris is the Worſhip which God exacts 7 
from his Creature, and the eternal Condi- 7 

tion of our Union with him. Order re- 

quires that we would love his infinite Per- 
fection more than our finite Perfection.) 

Every Creature is but a bounded, com- 
municated and dependent good: where 
the firſt Being is properly the Only good, the 

Source of all other good, the unboundeÞ'S 
and independant Good, Our Love of this 
good ought likewiſe to be a peculiar kin 
of Love, the Source of all our Loves, 
Love without Bounds, and independent of 
all other Love. On the contrary, the Lo] Ü 
of our felves ought to be a Love dena | 
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from this primitive Love, a Rivulet from 
t this Source, a bounded Love, a Love pro- 
* © portioned to the ſmall Portion of Good 
= © which is fallen to our Lot. This is that, 
Z © true Worſhip from which God cannot diſ- 
= © penſe any intelligent Creature, and with- 
bout which he cannot unite himfelf to it. 
BZ © God is all, and we are but a meer Nothing, 
EZ © cloathed with a ſmall Particle of borrowed 

= © Being. That SeF which we love ſo dearly 

is, ſo to ſpeak, but a little Part which ſeeks 
EZ © to be the All, and falſly challenges divine 
Honours. The Idol muſt be thrown down, 
that it may be reduced to its own little 
Place. When this Foundation is once laid, 
the whole Edifice will riſe as it were of it 
WR * ſelf. We ſhall find the whole of Religion 
a unfolded in our Heart. 


TRE Exiſtence of God, the liberty of 
Qs Man, and the true Nature of religious 
di- Worſhip being once eſtabliſhed, the Immor- 
re tality of the Soul neceſſarily follows from 
theſe three Principles. 


om © WE are capable of knowing and of 
reap loving to Infinity. God could have no 
other End in creating a Being with fo 
F vaſt a Capacity but to make himſelf known 
to it as the Sovereign Truth, and to make 
kin himſelf loved by it as the univerſal Good- 
neſs. Man does not in this Life aecom- 
Peliſh this Deſign of his Maker. All his 
Employments and Occupations here below 
are — noble a Capacity. Now 
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366 The TRAVELS of 
it is impoſlible that God ſhould create Be- 


© ings to know and to love him to Infinity, 


without ever fulfilling the Deſign of their 
© Creation, unleſs they render themſelves. 
© incapable of it by their own Fault. 


© Tars Inconſiſtency would be infinitely 
© unworthy the Wiſdom and Goodneſs of 
© God who cannot deftroy a Being that loves 
© him, and which he has created for no other 
© End but to love him. Suppoſing then, that 
© the Soul were material and mortal by its 
Nature, it might become immortalby Love. 


Ir was thus the 8 Father brought 
Atheiſts to be Deiſts, Deiſts to be Chriſtians, IM 
and Chriſtians to be Catholicks, by a well 
connected Chain of Ideas and Reaſonines, 
which abounded with Light, and with noble 
Sentiments. All his Arguments centered in 
the Love: of Order, and all flowed from 
thence. This great and noble Idea gave 
Strength, Beauty, Elevation and Unity to 
all his Principles. I do not pretend here to 
demonſtrate the Truth of this Syſtem ; but 
J intreat the incredulous to fhew me another, 
all the Parts of which are ſo cloſely knit to- 
gether, a Syſtem ſo fruitful if luminous Con- 
ſequences, and ſo e to the Mind and 
Heart. 


WVIñ were all fo charmed with this Con- 
verſation that-we were ſorry when it was at 
End, and every one of us, in our Turns, ex- 
* our Acknowledgment to the Reve- 


rend 
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rend Father for defending the Chriſtian Re- 
ligion in ſo glorious a Manner, and by 
Proofs ſo convincing, that Incredulity could 
not poſſibly ſtand its Ground; for my Part, 
what he had ſaid gave me ſo great Satisfac- 
tion that no Words. were capable to expreſs 
it. | FN ; 


Taz Count complimented him in that 
genteel Manner of which he is ſo much 
Maſter, that few Men equal and none ex- 
ceed him: Dear Father, faid he, you have 
eſtabliſhed: our Religion in ſo clear a Man- 
ner, that even I could now deal with your 
Free-thinkers and Deiſts, though before I 
durſt not venture to enter the Liſts with 
them, nay I even thought ſome of their Ob- 
jections unanſwerable, . but you have now 
drawn the Veil from before my Eyes, and 
I plainly ſee what I thought intricate and 
dark in the Chriſtan Syſtem; but were it 
not the Fear of fatiguing you with too much 
ſpeaking, I would aſk you one Favour more 
which is this; that as you have intirely ſet- 
tled me with regard to my religious Prin- 
ciples, you would : favour me with your 
Thoughts upon political Principles, which, 
though not ſo neceſſary as the former, a Man 
converfant in the World ought likewiſe to be 
ſettled and fixed in. | 


Sxx, anſwered he ſmiling, I might eaſily 
excuſe myſelf from granting your Requeſt 
from Reaſons of Inability, which might be 
alledged without a Bluſh by a Man of up 
5 i | Wo 
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368 The TRAVELS / 
Profeſſion ; but though I ought, perhaps, to 


do ſo rather than expoſe the Weakneſs of my 
Capacity in obeying your Commands, yet I 
chuſe rather to ſhew you my Ignorance than 
to give you Occaſion to fuſpeCt my Inclina- 
tion to oblige you in every Shape, and with 
that View I ſhall frankly tell you my Senti- 


ments upon Politicks, which are theſe. 


. © ALL the Nations of the Earth are but ſo 


a K AA K A 
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many different Families of one and the 


ſame Republick, of which God is the 
Common Father, T he natural and univerſal 
Law, by which he would have each Family 


governed is, ts prefer the publick Good to 


private Intereſt, 


© Tr Men were guided by this Law, 


every one would be ſwayed by Reaſon and 
Friendſhip in the doing of what he does 


at preſent only for Intereſt, or through | 
Fear. But we are fo blinded and cor- Þ 
rupted by our Paſſions, that we neither 
love nor underſtand this great Law. It? 
has become neceſſary to explain it, and put 
it in Execution by National Laws, and 
conſequently to eſtabliſh a Supreme Autho- 
rity which might judge in dernier Reſſort, 
and to which all might have Recourſe as to | 
the Fountain of Political Unity and Civil 8 
Order; otherwiſe there would be as man 
arbitrary Governments as Men, 2 


85 
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© Love of the People, the publick Good, | Z 


< the common Intereſt of the Society, is 1 -Y 
TS L | | 6 


— 
—— 
N jp 55 


3 

y 081 

3 E 

> 0 
3 J 

. I 


- "= 


R «a a KR 


Mademoiſelle de Richelieu. 369 


the immutable and univerſal Law by which 
Sovereigns are to rule. This Law is ante- 
cedent to all Contract. It is founded in 
Nature itſelf, *Tis the Source of all other 
Laws,and the Rule by which they ſhould be 
made. He who governs, ought to pay the 
moſt perfet Obedience to this primitive 


Law. He has abſolute Power over the 


People, but this Law ſhould have abſolute 
Power over him. The common Father of 
the great Family has committed the Care 
of his Children to him for no other End 
but their Happineſs. His Intention is that 
one ſingle Man ſhould miniſter by his Wiſ- 
dom to the Felicity of ſo great a Number, 
and not that ſo great a Number ſhould ſerve 
by their Miſery to flatter the Pride of one 
Man. It is not for his own Sake that he 
is made a King by God, but only to be the 


Guardian of the People ; and he is no far- 


ther worthy of the royal Dignity: than as he 


forgets himſelf for the Sake of the publick 
Good. | 34 | 


Tux Tyranny of Princes, who govern 


| | \ by deſpotick Sway, is a Violation of the 
common Rights of Men, as Brethren. It 


is an intire Oyerturning of the great Law 
of Nature, to maintain and ſupport which 
is their only Office. Deſpotick Power in 


F the Multitude is a fenſeleſs blind Power, 


which turns frantick and furious againſt it- 
ſelf. A People that has been ſpoiled by an 


= | Exceſs of Liberty is the moſt infupportable 
= of all Tyrants. The Wiſdom of every 
= Eh Government 
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350 The TRAVELS of | 


Government conſiſts in finding the Middle 


© between theſe two dreadful Extremes, in 
* a Liberty which is bounded and reſtrained by 
the ſole Authority of the . Laws, But fo 
blind are Men, and ſo much their own 
Enemies, that they cannot confine them- 
ſelves to this juſt Medium | 


N 


© Sap Condition of human Nature 


for enlarging it. The People fond of their 
Liberty, are ever for augmenting it. It 
is better, however, patiently to ſuffer for 
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by the Sake of Order thoſe Evils which are 


© unavoidable even in the beſt regulated 
© States, than to ſhake off the Yoke of all 
© Authority, and to abandon ourſelves to 
© the wild Fury of the Multitude, who act 
© neither by Rule nor Law. When, there- 
© fore, the Supreme Power, is once lodged, 


by foundamental Laws, in one alone, in a 


feu, or in many, we ought to bear the 
« Abuſes of it, till we can find a Remedy 
© confiſtent with Order. 


' © ALL Sorts of Government are of Ne- 
© ceflity imperfect, becauſe the Supreme Au- 
© thority muſt of Neceſſity be truſted in the 
* Hands of thoſe who are but Men. And all 
Kinds of Governments are good when the 
Governors act by the great Law of the 
public Weal. In the Theory, fome cer- 
© tain Forms appear more eligible than others; 
© but in the Practice we find, that the In- 
©. conveniencies to which all States are ex- 


c poſed 


Princes, jealous of their Power, are always 
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_ Mademoiſelle de Richelieu. 45 
« poſed through the Weakneſs or Corruption 
: of Men (all ſubject to the ſame Paſſions) 


© are pretty near equal. It very ſeldom fails 


e but the Monarch, or the Senate, is wholly 
c influenced and led by two or three Men. 


© Tar Happineſs then of human Society 


is not to be obtained by changing and over- 
© turning the eftabliſhed Forms, but by ſug- 


* ceſting'to Princes, that the Safety of their 
© Government depends upon the, Happineſs 
© of their Subjects, and by inculcating upon 
the. People; that in order to their ſolid 
Happineſs, there muſt be a Subordination. 
*, Libecty without Order is a Licentiouſneſs 


$ « which brings arbitrary Power, Order with- 


1 out Liberty is a Slayery Which! wy in 
af Anarchy, 55 | 


1.6 On. the one hand, Princes ſhould be 
taught, that to govern with unlimited Power 
is a Madneſs which proves ruinous to their 
© juſt Authority. When Sqvereigns accuſ- 
© tom themſelves to know no other Law but 
* their abſolute Will, they ſap the Founda- 


a ſudden and. violent Revolution, which 
inſtead of reſtraining their exceſſive Power, 
fuk b, per put an End to it. | 
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* 'On, the other hand, the: People ſhould £ 
made ſenſible, that Kings being liable to Hat- 


6 reds, Jealouſics, and involuntary Miſtakes, 


© which have terrible but unforſeen Conſe- 


© quences, are to be pitied and excuſed, Men 
6 are 


tions of their Dominion. Thete will come 
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372 The TRAVELS of 
are unhappy in that they are to be governed 
by a King who is but a Man like them- 
ſelves; for it would need a Divine Wiſdom 
to reform and conduct them. But Kings 
are not leſs unfortunate, being but Men, 
that is to ſay weak and imperfect, to have 
ſuch a numberleſs Multitude of corrupt and 
ons Men to erg. 
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Ir was by theſe Maxis; equally adapted 
to all States, that the wiſe Mentor endea- 
voured to make his Country happy, in 
maintaining the due Subordination of 

Ranks. It was thus that he reconciled the 

Liberty of the People with Obedience to 
Sovereigns; ſeeking to make Men at the 
ſame Time good Common-wealth's Men, 
and loyal Subjects, ſubmiſſive without be- 
© ing Slaves, and free without being liccn- 
6 tious. The pure Love of Order is the 
Fountain of all his political as well as of his 
8. e 0p Virtues. The ſame Unity of Prin- 

<' ciples | prevails- rt ohh , = in Senti- 
ments. ehe Nas 
w» £351 5 4 1 
HERE the! prieſt a of Ef Geaking' and 
getting up from his Chair made the Com- 
pany a low Bow, and wiſhing us all Hap- 
pineſs in our intended Journey, went out 
of the Room along with the Gentleman who 
had diſputed with a wok fie | 
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